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Contact Us: 


To place an order or product inquiry: 
TOLL-FREE 


800-359-4617 
FAX 
804-226-0987 


E-MAIL 4 
emg@ safewareinc.com 


Technical Services - 
Instrumentation service and repairs: 


TOLL-FREE 


800-331-6707 
FAX 
301-683-1242 


E-MAIL f š 
techservices@ safewareinc.com 


Mailing address: 
3200 Hubbard Rd. 
Landover, MD 20785 


Visit us on the web: 
www.safewareinc.com 


Need eguipment yesterday? 
After- Hours Emergency Hotline: 
888-829-0644 
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Safety 


Safety - Service 


Since 9/11, the threat of chemical, 
biological or nuclear attack is an ever 
present danger and one that has thrust our 
local, state and federal Law Enforcement 
into the front lines of this battle. Preparation 
for an event requires extensive knowledge 
and training for all first responders to 
identify threats and prepare accordingly. 


Safeware has been providing product 
expertise and quality service for over 25 
years and has become a leader in Safety, 
Technical and Emergency Management 
products. Today we help law enforcement professionals find the best 
personal protective equipment required to protect against the emerging 
threats we now face. 


Response 


In any situation or event the best preparations can fall short. Safeware’s 
Emergency Management Group (EMG) has dedicated itself to be a 
problem solver and the 24x7 ‘go-to’ company for equipment needed in an 
emergency. Call us anytime and we will help source and ship any product 
directly to the incident site. We are proud to have played a significant role 
supporting the efforts of first 
responders and rescuers in both NY 
and the Pentagon on and after 
September 11th. We have also 
responded to biological cleanup 
incidents in our nation’s capitol, mass 
casualty training events, industrial spills 
and natural disasters with the critical 
equipment needed by our first 
responder community. 
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Tedhniaal Services 


It’s important to keep your equipment well maintained and in good 
working order. Safeware’s Technical Services can service and repair 
most major lines of instruments and SCBAs. 


e SCBA flow-testing 
e Cylinder hydro-testing 


+ Cylinder filling Contents 
e Gas detection maintenance, 
repair and calibration 
e Fall protection maintenance and Protective Clothing 2 


repair 
e Rescue equipment repairs Respiratory & SCBA 12 


e Level A suit testing 


Head Protection 23 


e Fit testing 


Eye & Face Protection 24 


Training is the cornerstone of any Ses 1 Protection 2 


successful department or agency. Let 
Safeware help train your officers on Hand & Arm 
accepted equipment use, care and rotection 2a 
maintenance techniques. 
Foot & Leg Protection 28 


Clandestine labs are becoming 


increasingly common and stretching the Hydration 30 
capabilities of many departments. 
Network Environmental Systems, Inc. Instrumentation 
(NES) is the leader in technical training and consulting. NES has & Detection 33 
provided training and expertise in investigative techniques, sampling 
and evidence gathering to personnel in every state in the US and in GSA & PPE Kits 42 
more than a dozen countries. Since lab issues vary greatly by region, 
NES can customize your training to suit geographical needs. First Aid 43 
PPE anme Decontamination 44 
Safeware's expertise can help you design and implement a wide range Lighting 46 
of personal protective equipment programs to fit your specific needs. 
Traffic Control 47 
chy) Advantage! | aon 4 
wwe Advantage gov Safeware has now listed several custom 


PPE, Clan Lab and instrumentation kits on GSA Advantage. Turn to 
page 42 for kit details. 


800-359-4617 
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Versatile, trusted chemical protection 
DuPont's family of Tychem® products offers protection for everything from light liquid 
splash, to radioactive environments, to industrial chemicals and warfare agents. 


DuPont” 


Tychem 


This security begins with DuPont’s unique barrier fabrics, which undergo extensive chemical 
permeation testing by independent labs. Our Tychem® TK fabric, for example, has 


successfully been tested against more than 260 challenge chemicals. 


Tychem® SL Tychem® 


CPF 2 


Dupont™ Tychem® SL & Tychem® CPF 2 

e Effective protection against a range of chemicals 

e Uses include PCB clean-up, waste management, hazardous 
response and nuclear environments 

e Tychem® SL is Saranex® 23-P film laminated to Tyvek® material 

e Tychem® CPF 2 is Saranex® 23-P film laminated to a tough, 
1.5 oz. polypropylene fabric 

e Rugged and durable, even in environments where abrasion is 
an issue 

e Tychem® SL is white for high visibility; Tychem® CPF 2 is 
gray for discretionary protection 


Tychem® SL Level B, taped seam, attached hood, elastic wrist & ankles, zipper 
closure, storm flap with tape closure, 6/case. 

DPP SL127T SM-XL _ Small - X-Large 
DPP SL127T 2X 
DPP SL127T 3X 
DPP sLi 27T 4x 


$155.00 case | 
$ 165.00 case | 
$ 176.00 case | 


Tychem® SL Level C, bound seam, attached hood, elastic wrist & panies Zipper 
closure, storm flap with tape closure, 12/case. 

DPP SL127B SM-XL 
DPP SL127B 2x 
DPP SL127B 3X | 
DPP SL127B 4X 


Small - X-Large | $ 159.00 case 


-$ 170.25 case = 


Tychem® CPF 2 Level B, aed seam, attached hood, elastic wrist & aka, Zipper 
closure, storm flap with tape closure, 6/case. 


DPP C2127T SM-XL Small - X-L: 


Tychem® CPF 2 Level C, bound seam, attached hood, elastic wrist & ankles, zipper 
closure, storm flap with tape closure, 12/case. 

DPP C2127B SM-XL 
DPP C2127B 2X 
DPP C21278 3X 
DPI C2127B 4X 


$ 196.25 case 


= $ 220.65 case | 
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e 
Tychem Tychem® F 


Tychem® 
CPF 3 


Dupont™ Tychem® F & Tychem® CPF 3 


e Strong and durable garments with broad chemical barrier 

e Use when potential exposure to chemical warfare agents 
exists 

e Tychem® F is a barrier film laminated to Tyvek® 

e Tychem® CPF 3 is a multi-layer barrier film laminated to a 
durable 2.0 oz polypropylene 

e Tychem® F is gray; Tychem® CPF 3 is tan for discretionary 
protection 


Tychem® CPF 3 Level B, taped seam, attached hood, elastic wrist & ankles, zipper 
closure, storm flap with tape closure, 6/case. 


DPP C1271 SMX 


„Small - X-Large _ 


261.00 case | 


DPP C3127T 4X | 


Tychem® CPF 3 Coverall & over hood "m NFPA 1994 Class 3, OVERHOOD: 
taped seam, chest length hood (wrap around multi-layer faceshield and adjustable 
strap attachment), COVERALL: Taped seams, attached respirator fit hood, attached 
chemical barrier glove system with PVC outer glove, attached sock boots, outer boot 
flaps, front zipper closure, storm flap with tape closure. 


DPR C3 


Tychem® F Level B, taped seam, attached respirator fit hood, elastic wrist & tahkes; 
zipper closure, storm flap with tape closure, 6/case. 

PP TF145T SM-XL Small - X-Large | 
PP TF145T 2X 0 OX -arge 

PP TF145T 3X OB 
PP TF145T4X in 


-$ 215.00 case | 
$ 225.65 case | 


1 These Tychem® garments have attached socks made of the garment material. 
These attached socks must be worn inside protective outer footwear and are not 
suitable as outer footwear. These attached socks do not have adequate durability 
or slip resistance to be worn as the outer foot covering. 


2 Garments made of Tychem® should not be used around heat, flames, sparks or in 
potentially flammable or explosive environments. 
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Garment construction is crucial as well. Strong fabrics, tight seams, secure zippers and wider faceshields 
with better visibility means you can be confident in the performance of Tychem® garments. 


The designs and sizing ensure ease-of-movement to help diminish stress on the wearer. And while the 
Tychem® high-visibility colors of lime yellow and safety yellow add to wearer safety, we offer low-visibility 


options for those occasions when discretion is required. 


Tychem® BR 


Tychem® LV 


Dupont™ Tychem® BR & Tychem® LV 

e Far-reaching protection for hazardous materials handlers 

e Uses include chemical handling, petrochemical 
manufacturing, emergency response, military and weapons of 
mass destruction handling and response 

+ Each is a multi-layer composite barrier laminated to a strong, 
non-woven substrate 

e Tear-, puncture- and abrasion-resistant for lasting, consistent 
protection 

+ Extensive permeation data by independent lab on Tychem® 
BR and Tychem® LV 

+ Tychem® BR is soft, lightweight and flexible for ease of 
movement 

e Tychem® BR is yellow for high visibility; Tychem® LV is olive 
drab 


Tychem® BR Level B encapsulated suit, front entry, expanded back For SCBA, taped 
seams, 20 mil PVC faceshield, zipper closure with double storm flap with Velcro® 
closure, elastic wrist, attached sock boots, outer boot flaps, 2-exhaust vents and 
carrying Bag 


DPP BR527T SM-XL _ Small - X-Large _ $ 166.25 each 


DPP BR527T 2X 2%-Large _ $176.43 each 
DPP BR527T 3X ||| 3X-Large _ $185.95 each 
DPP BR527T 4X ||| | 4X-Large _ $ 201.75 each 


Tychem® LV Level B, taped seam, attached respirator fit hood, elastic wrist & 
ankles, zipper closure, storm flap with tape closure, 6/case. 


DPP LV127T SM-XL Small - X-Large $ 88.23 case 
DPP LV127T 2x 2x-Large $ 93.50 case 
DPP LV127T 3X 3X-Large $ 99.20 case 
DPP LV127T 4x 4X-Large $ 108.30 case 


1 These Tychem® garments have attached socks made of the garment material. 
These attached socks must be worn inside protective outer footwear and are not 
suitable as outer footwear. These attached socks do not have adequate durability 
or slip resistance to be worn as the outer foot covering. 


2 Garments made of Tychem® should not be used around heat, flames, sparks or in 
potentially flammable or explosive environments. 
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Tychem® TK 


Tychem® 
TK EX 


Dupont™ Tychem® TK 

e High-level protection against toxic, corrosive gases, liquids 
and solid chemicals 

e Perfectly suited for industrial, HazMat and domestic 
preparedness situations 

e Extremely durable, puncture and tear-resistant fabrics 

e Successfully tested against more than 260 challenge 
chemicals 

e Totally encapsulated, vapor protective Level A, and liquid- 
splash protective Level B suits 

e Tychem® TK is high-visibility lime yellow 


Tychem® TK Level B encapsulated suit, front entry, expanded back For SCBA, taped 
seams, 40 mil PVC faceshield, zipper closure with double storm flap with Velcro® 
closure, elastic wrist, attached sock boots, outer boot flaps, 2-exhaust vents and 
carrying bag. 


DPP TK527T SM-XL Small - X-Large $ 241.25 each 


DPP TK527T 2X 2X-Large $ 254.30 each 
DPP TK527T 3X i _ 3X-Large $ 270.50 each 
DPP TK527T 4X 4X-Large $ 292.00 each 


Tychem® TK Level B, taped seam, attached hood, elastic wrist & ankles, zipper 
closure, storm flap with tape closure, 2/case. 
DPP TK127T SM-XL Small - X-Large 
DPP TK127T 2X ee e 

DPP TK127T 3X 3X-Large 

DPP TK127T 4X 4X-Large 


$ 163.00 case 


$ 183.25 case E 
$ 198.00 case 


Tychem® TK EX Level A fully encapsulating suit, front entry, expanded back for 
SCBA, double taped seams, 3-layer EX (extra-wide) faceshield (PVC 40 mil/Teflon 5 
mil/PVC 20 mil), gas tight PVC zipper closure, double storm flaps with Velcro® 
closure, attached internal Barrier® gloves, attached outer butyl gloves, attached 
sock boots, outer boot flaps, knee wear pads, 2-exhaust valves, internal adjustment 
belt and carrying bag. 

DPP TK554T SM-XL č Small - X-Large 
DPP TK554T 2X ||| 2X-Large 

DPP TK554T 3X 3X-Large 


DPP TK554T 4X 4X-Large 


$ 875.00 each 
$ 926 0 each 
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DuPont" 


Tychem® 
Responder® 


Tychem® BR 


Tychem 


Dupont™ Tychem® ThermoPro® 


+ A single layer garment that provides flash fire escape and 


liquid-chemical splash protection 


e Combines the trusted chemical protection of Tychem® and 
thermal protection of NOMEX® into a single layer garment 

e Designed to help provide Hazmat responders with 
permeation protection against a broad range of toxic 
industrial chemicals and chemical warfare agents and to 


increase escape time from flash fires 


e Provides at least one hour breakthrough protection against 


20 of the 21 standard ASTM chemicals. 


e Certified to NFPA 1992, Liquid-Splash Protective Ensembles 
and Clothing for Hazardous Materials Emergencies, (2000 
Edition), and NFPA 2112, Standards on Flame-Resistant 
Garments for Protection of Industrial Personnel Against 


Flash Fire, (2001 Edition) 


e Level B coverall with attached respirator fit hood with 
NOMEX® drawstring hood, front zipper closure protected by 
double storm flap and sealed seams, Velcro® closure 


e Available in orange or gray 


Tychem® ThermoPro® Level B, taped seams, attached respirator fit hood with 
Nomex draw string, secured wrist & ankles, zipper closure, double storm flap with 


Velcro® closure, 2/case. 
DPP TP188T SM-XL 
DPP TP188T 2X 

DPP TP188T 3X 


Small - X-Large 
2X-Large 
3X-Large 


1 These Tychem® garments have attached socks made of the garment material. These attached socks must be worn inside 
protective outer footwear and are not suitable as outer footwear. These attached socks do not have adequate durability or 


slip resistance to be worn as the outer foot covering. 


Dupont™ Tychem® 
Responder® 


e High-level protection against toxic and 
corrosive gases, liquids and solid 
chemicals 

e Suited for HazMat and domestic 
preparedness situations 

e Patented, lightweight fabric of multiple 
film barriers laminated to both sides of 
a 3 oz. polypropylene 

e Successfully tested against more than 
280 chemicals 

e Totally encapsulated vapor protective 
Level A and liquid-splash protective 
Level B suits 

e Tychem® Responder® is blue 


Tychem® Responder® Level A fully encapsulating suit, 
front entry, expanded back for SCBA, double taped 
seams, 2-layer faceshield (PVC 40 mil/Teflon 5 mil), 
gas tight PVC zipper closure, storm flap with hook & 
loop closure, attached internal Silvershield/4H glove 
liners, attached butyl gloves, attached sock boots, 
outer boot flaps, knee wear pads, 2-exhaust valves, 
internal adjustment belt and carrying bag. 


DPP RS562T SM-XL Small - X-Large $ 771.00 each 
DPP RS562T 2X 2X-Large $ 818.00 each 
DPP RS562T 3X 3X-Large $ 865.00 each 


Tychem® BR Level A fully encapsulating suit, front 
entry, expanded back for SCBA, taped seams, 3-layer 
faceshield (PVC 40 mil/Teflon 5 mil/PVC 20 mil), gas 
tight PVC zipper closure, double storm flaps with 
Velcro® closure, attached internal Barrier® gloves, 
attached outer butyl gloves, attached sock boots, outer 
boot flaps, knee wear pads, 1-exhaust valve, internal 
adjustment belt and carrying bag. 


DPP BR550T SM-XL 


Small - X-Large $ 528.00 each 


DPP BR550T 2X 2X-Large $ 561.00 each 
DPP BR550T 3X 3X-Large $ 590.25 each 
DPP BR550T 4X 4X-Large $ 642.23 each 


$ 554.95 case - 
$ 588.00 case 
$ 624.62 case | 


2 Garments made of Tychem® should not be used around heat, flames, sparks or in potentially flammable or explosive 


environments. 
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Dupont™ Tychem® 
Responder® CSM 


e High-level protection against heavy 
aerosols, liquid splash/spray and 
hazardous gases 

e For handling chemical warfare agents, 
military site cleanup and HazMat first 
response 

e Made to military specs, with 100% 
inflation testing plus lot testing of suit 
construction and fabric 

e Totally encapsulated, vapor protective 
Level A and liquid-splash Level B 

e Tychem® CSM is desert sand for low 
visibility/discrete operations 


Tychem® Responder® CSM Level B, double taped 
seam, attached respirator fit hood, jam fit attached 
butyl glove system (Mil spec glove), attached sock 
boots, outer boot flaps, zipper front closure, double 
storm flap with Velcro® closure. 


DPP RC128T SM-XL Small - X-Large $ 297.40 each 


DPP RC128T 2X 2X-Large -$ 315.65 each 
DPP RC128T 3X 3X-Large $ 334.50 each 
DPP RC128T 4X 4X-Large $ 361.80 each 


Chem Tape II 


ChemTape® is a specially designed 

and tested adhesive tape for added 

barrier protection against hazardous 

chemicals at the seams, zippers and 

other openings found on chemical 

protective clothing. 

e Applies quickly 

e Provides strong, durable barrier 
protection 


e Attaches protective clothing 
components - sleeve-to-glove, 
ankle-to-boot, hood-to-face piece, 


storm flap 

e Roll is: 2 inches (5 cm) x 60 yards 
(55 m) 

KAP 99402 || $1975rol | 
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WHY THE DUPONT’ 
TYCHEM CPF3 HD 

~ GARMENT IS QUICKER 
TO PUT ON THAN 

TO PRONOUNCE. 


DUPONT™ TYCHEM" CPF3 HD GARMENT. Sure, it’s a mourhtul. Bur when ir comes ro protection as well as 


functionality in the event of a chemical incident, it will be on the tip of your tongue. When reacting to 


emergencies, we know you'll have many decisions to make — and very little time in which to make them. 


Which is why when DuPont created our latest innovation, we did so with extensive input from people 


like you — first responders and first receivers. 


In the unfortunate event of a chemical incident, 
response time is critical. Danning and doffing 
equipment must be done as quickly as humanly 
possible. Which is why Tychem“ CPF3 HD 


features integrated gloves and 


improved closures. Small things like 
big zippers mean it will be easier 
than ever to get in and out in a 
hurry, And its built-in gloves deliver 


both added protection and a higher 


Tichem” CPYS HD delivers 
huervier protection againit mo Lest rinti 
1240 moit industrial chemical 


level ol toe tility. Allowing yeu te 
handle the tools you need in situations like perimeter security or 


decontamination procedures quickly and efficiently. 


‘Tychem® CPF3 HD was also developed with the 
understanding that protection and functionality 


should nor be mutually exclusive, So while creating 


PROTECTED 


a protective suit you could don and doff quickly 


was the goal, you can also be sure that no compromises were made 
in the area of exceptional protection, Which is why, like other 

DuPont“ Tychem“ suits, Tychem“ CPF3 HD will deliver proven 
barrier protection against no less than 120 toxic industrial chemicals. 
In addition, this garment fabric is designed to stand up to chemical 


agents including sarin, mustard and lewisite. 


Your job is critical. Given the emerging threats 
to homeland security, its more important than 
ever thar you have the best equipment available 
to you. For mare than 40 years, DuPont has 
proven itself w be a leader in personal protection with brands 
such as KEVLAR’, NOMEX* and Tyvek", This latest innovation 
should help you handle the hazardous and rapidly changing 


demands of your job. 


why.dupont.com/tycHem Because life is worth protecting, To reach 
a representative, call 1-800-931-3456. 
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The miracles of science 
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eee Skagen Crewneck, Thisted T- Shirt, 
Alborg Trousers 


Lightweight ultra stretch rib knit polypropylene 140g. Designed to work 
like a second skin - for maximum moisture transportation when working 
at high energy levels in cool temperatures. 


+ 100% Polypropylene e Crewneck Sizes: X-Small - 4X-Large 
+ 140g e T-Shirt Sizes: X-Small - 4X-Large 
e Super stretch e Trousers Sizes: X-Small - 4X-Large 


e Lightweight for active use e Color: 990 black, 590 classic navy 
e Trousers have fly front 


HEL 75001 XS-2X i Skagen Crewneck, X-Small - 2X-Large | $ 23.95 each | 
HEL 75001 3X-4X i Skagen Crewneck, 3X-Large - 4X-Large | $ 27.50 each 
HEL 75006 XS-2X © Thisted T-Shirt, X-Small - 2X-Large $ 23.99 each 
HEL 75006 3X-4X © Thisted T-Shirt, 3X-Large - 4X-Large $ 26.25 each 
HEL 75401 XS-2X i i Alborg Trousers, X-Small - 2X-Large $ 23.95 each 
borg: HEL 75401 3X-4X © Ålborg Trousers, 3X-Large - 4X-Large $ 27.50 each | 


Thisted T-Shirt 


Hi Vis Reversible Short J acket 


+ 100% Nylon oxford shell with light e Elastic adjustment at hem for 
insulation personal fit 

e High visibility stripes on chest and e Wind and water resistant 
arms, reverses out to solid black e 3M® Scotchlite reflective 

e Zippered hand pockets on each side e Sizes: X-Small - 4X-Large 

e Full hook and loop closure storm flap e Color: 260 FL orange/black 

e Hook and loop closure on wrists e Color: 360 FL yellow/black 

HEL 73256 260 XS-2X _ Orange/black, X-Small - 2X-Large i $ 89.91 each 

HEL 73256 260 3X-4X Orange/black, 3X-Large - 4X-Large i $ 99.37 each 

HEL 73256 360 XS-2X Yellow/black, X-Small - 2X-Large i $ 89.91 each 

HEL 73256 360 3X-4X — Yellow/black, 3X-Large - 4X-Large i $ 99.37 each 


Hi Vis Reversible 
Jacket 


Nelson Parka 


e 100% nylon 2-Ply HELLY TECH® fabric e Back mesh vent 


e Polyester mesh and taffeta lining e Stowable hood 
Sakiau e Seam sealed e Packs into left hip pocket 
Cargo Pant e Drawcord adjustment at waist, hem e Sizes: X-Small - 4X-Large 
and hood e Color: 990 black, 590 classic 
e Hook and loop fastening cuffs navy 


and storm flap 


HEL 71153 990 XS-2X X-Small - 2X-Large o i i $ 79.64 each 
HEL 71153 990 3X-4X 3X-Large - 4X-Large $ 92.75 each 


Nelson Parka Cardinal Cargo Pant 


e 100% nylon 2-Ply HELLY TECH® fabric e Waterproof cargo pocket 


e Polyester mesh and taffeta lining with snap closure 
e Seam sealed e Packs into cargo pocket on 
e Articulated construction at knees right thigh 
© e 13" boot-Zipper e Sizes: X-Small - 4X-Large 
led e Dual snap adjustable cuff e Color: 990 black, 590 classic 
HELLY HANSEN e Elastic waistband with drawcord navy 
adjustment 
HEL 71451 990 XS-2X č X-Small - 2X-Large . $ 54.95 each 
HEL 71451 990 3X-4X 3X-Large - 4X-Large i i i $ 62.95 each 
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1 TACTICAL SERIES” 


Lightweight J acket 

e Lightweight 30" long Jacket 

e With attached or detachable hood 

e Cotton tip stand-up collar 

e Snap front 

e Storm flap 

e Badge patch 

e Sizes: X-Small - 6X-Large 

e Colors: black, federal blue, green, lime, 
orange, yellow 


NEE 475AJ _w/ Attached Hood $ 37.00 each 
NEE 475S)- 475HO _w/ Detachable Hood $ 43.65 each 


Expandable Pants 


e Police Waist Trouser = 

e Take-up snaps on waist Professional Polo 

e Side openings This is the perfect polo on or offduty. The 

e Sizes: X-Small - 6X-Large Performance Polo was designed to be 

e Colors: black, federal blue, fully functional while appearing casual. 

green, lime, orange, yellow Quick drying Dri-X-treme® wicking fabric 

works hard to channel moisture away 

NEE 475PT $33.25 each from known concentration points. 
Imported. 


e Dri-X-treme® wicking pique knit 
e Mobility gusset sleeve construction 
Polyurethane Coat e Melamine buttons 
ast enath e 2 hidden pencil pockets on sleeve 
s cng e Left and right shoulder hidden 
e Snaps on collar, leaf collar micpockets 
a ae Fa closure e Embroidered label on inside neck to 
Aam BEL avoid irritation and chafing 
e Badge patch 


poe k e Sizes: Small - 3X-Large 
e Slash-thru pockets e Colors: white, tactical blue, navy, black 
e Sizes: X-Small - 6X-Large 


e Colors: black, federal blue, green, lime, 


orange yellow 71047 SM-2X Small - 2X-Large $ 34.75 each 
B foe g 


71047 3X 3X-Large $ 35.50 each | 


NEE 4755C. $5978each 


5.11 | 22 3 
Tactical 4 vs 


On-Site & In-House TT & Maintenance Services Shorts El 
Respiratory Equipment A ali ' 
+ SCBA Flow-testing toughness, the | L | 
e Fit-testing 5.11 Tactical Ar 
e Cylinder Hydro-testing short is more 
e Cylinder Filling than a garment; pi 


k it is a piece of E 
Gas Detection equipment. With 


: Maintenance & Repair all of the same proven and practical 
e Calibration features as it's long-legged brother, this 
Rescue Equipment short is the perfect garment for a casual 


+ Equipment Repairs or uniform look. Imported. 


+ Level A Suit Testing e 8.5 oz, 100% cotton canvas 
: e 36 bartacks and 7 pockets 
Fall Protection f e Colors: khaki, od green, black, navy 
e Maintenance & Repair 
e Re-certification 73285 Mens 28-44 $ 36.50 pair 
Žž: N -= 73285L Mens 46-54 $ 39.50 pair — 
techservices@safewareinc.com $2069. Momas $36.50 Pal 
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5.11 Long Sleeve Tactical Shirt 


The 5.11 Tactical Shirt is perfect for special 
weapons and tactics units because of its 
superior durability and non-static features. The 
hidden chest pockets are ideal for carrying 
important documents and light accessories, like 
knives, flashlights, and other small weapons. 
This shirt is designed to be functional and 
comfortable and to maintain a professional 
appearance. 


This year we are launching the “original” 5.11 
Tactical shirt in a 4.6 0z, 100% ripstop nylon 
fabric. Enjoy all of the same features as the 
“original” but in a lighter weight, abrasion- 
resistant, anti-microbial, quick-dry Dri-X-treme® 
wicking fabric that provides SPF 30+ sun 
protection. Imported. 


e Large chest pockets for documents or large 
items 


Tactical Pants 


+ 8.5 oz, 100% cotton canvas 

e 59 bartacks for strength and durability 

e YKK® zip front fly with Prym® snap 

e Flashlight/mag/cell phone pocket 

e Double knee accommodates kneepad insert 
e Rear slash pockets 
e Utility strap design 
e Side cargo pockets 
e Solid brass D-ring 

e Double seat 

e Action waist 


5.11 Tactical Vest 


The 5.11 Tactical Vest was designed to offer 
maximum comfort when filled to maximum 
capacity. Helpful 4.5" snap tabs attach to your 
belt to keep the vest from drooping when it is 
loaded with gear. Featuring our patented Back- 
up Belt System™, this vest helps you 
effectively balance the weight of all the 
essential tools you need to perform your job. 
Our vest features 16 specialized pockets sized 
for rifle mags, radios, pistol mags, flashlights 
and pepper spray. This vest is excellent for 
concealed carry because its length discreetly 
covers your belt holstered weapon. Imported. 


e Hidden button-down collar 

e Vented back and underarms 

e Triple needle stitching in high stress areas 

e Reinforced placket 

e Stiffer collar, cuffs, and pocket flaps for a better 
appearance 

e Melamine buttons 

e Double pencil pockets on sleeves 

e Bellowed chest pockets 


#72157 - Men’s long sleeve. Sizes: Medium - 
3X-Large. Colors: white, digital camo desert, khaki, 
sage, od green, charcoal, navy, black. 


#71152 - Men's short sleeve. Sizes: Medium - 
3X-Large. Colors: white, khaki, sage, navy, black. 


#62063 - Women’s long sleeve. 


#61155 - Women’s short sleeve. Sizes: Small - 
X-Large. Colors: white, khaki, sage, od green, 
navy, black 


#74251 - Men's even waist sizes 28"-44" with 
inseams of: 30", 32", 34", 36". Colors: khaki, 
digital camo desert, od green, charcoal, navy, 
black. 


#74251L - Men's even waist sizes 46"-54" with 
unhemmed inseam. Colors: khaki, od green, 
charcoal, navy, black. 

#74251U - Men's even waist sizes 30"-44" with 
unhemmed inseam. Color: khaki. 

#64355 - Women’s even sizes 2-16. Colors: khaki, 
od green, charcoal, navy, black. 


e Two interior concealed Back-up Belt System™ 
carrying compartments that include loop side 
Velcro® that is compatible with our pouch 
accessories 

e Long vest length can conceal a weapon at waist 

e 16 specialized pockets 

e Adjustable 4.5" side snap tabs for your belt 

e Back venting 

e Velcro® badge tab 

e Brass key clip 

e Sizes: Medium - 3X-Large 

e Colors: digital camo desert, khaki, od green, 
black 


Q Safeware EMERGENCY MANAGEMENT GROUP 


www.Safewareinc.com 


Tactical Soft Shell J acket 


Built with a unique three layer construction: 

Outer layer - abrasion-resistant 2-way stretch woven nylon 

Middle layer - waterproof/breathable membrane 

Inner layer - micro fleece that insulates and wicks moisture away from your body 


e 7 pockets e Side zips to accommodate duty belt 

e Back-up-Belt System™ in front e Comes with a sew-on badge holder 
chest pockets e Left and right side mic tabs at front chest 

e Abrasion-resistant lower lining to e Can zip into the 3-in-1 Outer Shell jacket 
protect against duty belt e Sizes: X-Small - 4X-Large 

e ANSI II reflective vest included e Color: black 


e Reflective vest stows in it’s own 
pocket bag in lower back rear 
stash pocket 


48003 XS-2X X-Small - 2X-Large $ 139.99 each 
48003 3X-4X 3X-Large - 4X-Large $ 149.99 each 


Fleece Lined Duty Jacket 


The 5.11 Tactical Fleece Lined Duty jacket is cut more like 

an Eisenhower jacket for regular patrol wear. It has a fully seam-sealed construction with 
waterproof/ breathable engineering. Its dual layer resistance to moisture penetration 
allows moisture vapor inside the jacket to pass through the 100% nylon face for 
maximum breathability. In addition to enabling you to remain dry, the fleece lining 
insulates and wicks moisture away from your body. Imported. 


+ 100% nylon face with abrasion- e ANSI II reflective vest included 
resistant nylon lower lining and e Reflective vest stows in it’s own pocket bag 
taffeta in the sleeves in lower back rear stash pocket 

e Waterproof, breathable fabric with e Stow-away, removable hood 
taped seams provides complete + 14" side zips to accommodate duty belt and 
rain protection provide added ventilation 

e Has 11 pockets on the shell, 15 + Identification panels and badge holder 
counting the lining e Left and right side mic tabs at front chest 

e Back-up Belt System™ pockets at e Sizes: X-Small - 4X-Large 
front chest e Colors: black, dark navy 


e Abrasion-resistant lower inside 
lining protects against duty belt 


48002 SM-2X X-Small - 2X-Large $ 139.99 each 
48002 3X-4X 3X-Large - 4X-Large $ 149.99 each 


3-in-1 Jacket 


The 5.11 Tactical 3-in-1 jacket is uniguely engineered with dual layer resistance to 
moisture penetration while allowing moisture vapor inside the jacket to pass through the 
100% nylon face for maximum breathability. Imported. 


+ 100% nylon face with abrasion- e ANSI II reflective vest included 
resistant nylon lower lining and e Reflective vest stows in it’s own 
taffeta in the sleeves pocket bag in lower back rear stash pocket 
e Waterproof, breathable fabric with e Stow-away, removable hood 
taped seams + 28" 2-way side zips to accommodate duty 
+ 11 pockets on the shell, 15 belt and provide added ventilation 
counting the lining e Pull out badge holder in pocket 
e Back-up Belt System™ chest e Outer Shell can accommodate Tactical Soft 
pockets in front chest pockets Shell jacket as zip-in 
e Abrasion-resistant lower inside e Identification panel in upper back pocket and 
lining protects against duty belt right chest pocket 
+ 100% polyester Wind-Resistant e Left and right side mic tabs at front chest 
Inner Fleece liner can be worn e Sizes: X-Small - 4X-Large 
separately e Colors: black, dark navy, range red 
48001 SM-2X OC 7 X-Small - 2X-Large CO $ 189.00 each 
48001 3X-4X OC _ 3X-Large - 4X-Large = $ 199.00 each 
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FORCE PRO 


Visibly Superior Vest Systems 
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1 TACTICAL SERIES' 


59001 Cuff Pouch > 


Pouch Kit, 


Force Pro™ Individual Load Bearing 
and Non-Load Bearing Vest Systems 
by Head Lites Corporation 

Designed to address the “Who's Who? and “Who's Where?” 
identification challenge, the VIS-TAC™ and VIS-MAT™ brand vest 
systems are the ultimate in visibility, durability, flexibility and 


customization. Available in an array of colors and options. Can be 
used with Level A, B, C, and D protective clothing. 


vis 4714 Safeware 'SAL-Com’ System 


Fully integrated, tactical, load bearing vest system engineered to free 
the hands, and standardize the placement of critical gear. Components 


constructed of durable DuPont® Cordura™. Vest color options: 
Khaki, Navy, Black, Olive Drab. Trim color options: Reflective Silver, 
FI Orange, FI Yellow or matching. Identification system available in 
High Visibility and Low Visibility options. Vest System includes: 


e Hydration System/Utility Mesh Sleeve 

e CamelBak™ ‘Storm’ 100 oz. 
Hydration Pack 

e Multi-Purpose Utility Pocket 

e Radio Pocket 

e Cell and Pager Pocket 

e Tactical Tri-fold Pocket, including 
white board 

e Vest Valet mesh storage and carry bag 

e Identification System (includes (2) 2.5" x 4" Patch, 
(1) 3.5" x 12" Panel) **Artwork fees may apply 


HDL SAL-COM VEST SYSTEM 


WEE MAT| Centurion™ I and II Enhanced Visibility Vests 


Brand 


Zipper front closure, duty access snap-up belt system. Includes 
matching garment ready bags. 5 print locations. Options available. 


Centurion™ I - available in Navy, Lt. Blue, Red, 
Black, Brown, Forrest Green, and White mesh w/ 
FL Yellow trim 


Centurion™ II - available in FL Yellow mesh w/ 
FL Orange trim or FL Orange w/ FL Yellow trim 


HDL CENTURION™ I 


I ANSI Class I _ 
HDL CENTURION™ II 


ANSI Class II $ 69.95 each 


contains all 5 _ 


$499.95 each. 


$59.95 each 


5.11 Tactical Back-up Belt System 


The patented 5.11 Tactical Back-up Belt System™ was 
developed to provide a secondary location for bulky, 
uncomfortable equipment that you normally would store 
on your duty belt. By integrating concealed carry pockets 
with Velcro® lining, you can easily attach the Velcro® 
backed ballistic nylon pouches inside the pockets. The 
Back-up Belt System™ has an ambidextrous design so 
you can quickly customize your equipment for each 
mission providing you an even distribution of weight. 
Integrates with 3-in-1 Jacket, 5.11 Tactical Vest, Fleece 
Lined Duty Jacket and Soft Shell Jacket. 


„9.95 each 


BUILD YOUR OWN 


Perimeter Style 


Utility Style 


Add options: 

e Communications 
Pockets 

e Weapon Holsters 

e Ammunition 
Pockets 

e I.D. Patches 

e Utility Pockets 

e Flashlight Holder 

e Non-Skid 
Shoulder Pad 

e APR Carriers 

e PAPR Mounts 

e Armor Plate 
Interior Pockets 

e Hydration Pockets 

e Utility Carriers 


..and MORE! 
Ask your 


Sales Rep for 
more info. 


www.Safewareinc.com 


On-Site & In-House Repair & 
Maintenance Services 


Respiratory Equipment. 
+ SCBA Flow-testing ^% 

+ Fit-testing 

+ Cylinder Hydro-testing 
+ Cylinder Filling 

Gas Detection 

+ Maintenance & Repair 
+ Calibration 

Fall Protection 

+ Maintenance & Repair 
+ Re-certification 
Rescue Equipment 

+ Equipment Repairs 

+ Level A Suit Testing 
MOST MAJOR BRANDS 


800-331-6707 
TECHNICAL SERVICES 


rental + service * repair 


Respiratory Equipment + Instrumentation + Fall Protection + Rescue Equipment 


techservices@safewareinc.com + 800.331.6707 + www.safewareinc.com 


Advantage® 1000 Riot Control Gas Mask 


With a durable Hycar rubber facepiece based on a design developed for the U.S. Armed Forces, 
this clean, simplified respirator is up to 40% lighter than conventional full-face respirators and 
provides high performance, a customized fit, comfort, economy, and user 

acceptance. 


e Flexible, one-piece polyurethane lens with wide field of vision is bonded to 
the facepiece 

+ Standard nosecup helps eliminate lens fogging 

e Standard mechanical speaking diaphragm is included or MSA's optional 
ESP II communications system can be added 

e The fully elastic, 6-point head harness promotes easy on-off and easy 
adjustment with no air pulling. 

e The dual-canister, bayonet mount allows weapon sighting from either 


shoulder. 
MSA 813860 Small mask with canister i = $ 179.00 each 
MSA 813859 Medium mask with canister | a $ 179.00 each 
MSA 813861 each 


MSA 805414 | 
MSA 805408 


-$ 154.00 each 
$ 154.00 each 


$ 7.25 each 


$ 25.75 each 
h 
Tinted cover lens, Me $ 38.00 each 
Clear cover lens, 25/pack || | $ 44.50 pack 


Spectacle Kit m $ 61.00 each 


Clear cover lens, Medium 


Millennium? CBRN Gas Mask 


Combines high performance, customized fit, comfort and cost efficiency in a version of the 
reliable military-style gas mask (MCU-2/P) used by the U.S. Air Force in Operation Desert 
Storm. 


e Flexible, one-piece polyurethane lens with a wide field of vision is bonded to the durable Hycar 
rubber facepiece 

e Drinking tube provides connection for fluid ingestion in contaminated atmospheres. 

e Internal nose cup with two check valves deflects air from the lens and 
reduces fogging 

+ Fully elastic, 6-point head harness promotes easy on/off and 
adjustment, with no hair pulling 

+ Standard mechanical speaking diaphragm is included, or MSA 
optional ESP® II communications system can be added 

e Butyl-coated nylon hood is available for total head protection 

+ Dual-canister mount allows weapon sighting from either 
shoulder 

e CBRN canister contains chemical sorbents and a P100 filter 
to attract, retain and neutralize contaminants 


D 


Ss 


The Millennium CBRN gas mask is designed to be used as a 
system, and while the thread and gasket meet the specifications 
of the standard, only MSA-manufactured components are tested 
and certified as assemblies. 


MSA 10051286 "Small, less canister | $ 259.00 each 
MSA 10051287 7 Medium, less canister || | $ 259.00 each : 
MSA 10051288 Large, less canister || $ 259.00 each 

MSA 10046570 CBRN Canister | | | $ 38.00 each 
MSA 10024: 47 GME-P100 OptiFilter Canister, 6/box 7 $ 215.00 box | 
MSA 10008909 Tinted cover lens, Small || | | $ 38.00 each 
MSA 10008908 Tinted cover lens, Medium/Large _ _ $ 38.00 each 
MSA 816137 _ a Spectacle Kit ———— $ 58.75 each 
MSA 305022 _ Butyl coated nylon hood | = $ 72.23 each 
MSA 10034184 | Military style gas mask pouch $ 58.20 each 


O 
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ESP® II Communication System 


Designed for use with Advantage® 1000 respirators and the 
Millennium® Chemical-Biological mask, the ESP II communications 
system is a self-contained electronic speech projection 

device. The compact, battery-operated unit clearly 
amplifies and projects the wearer’s voice, allowing 
ungarbled speech to be heard, even in areas with 
high ambient noise. Easily installed in seconds, the 
ESP II system is designed to clip onto the 
respirator facepiece’s speaking diaphragm 
housing. 


MSA 10026265 | $ 269.00 each | 


OptimAir® 6A PAPR 
Specifically designed to protect from residual chemical/biological/radiological 


agents when they are performing first responder duties during homeland 
security or terrorist situations. 


e Weighs less than six pounds 


e Lightweight, chemical-resistant Tychem® SL hood and belt-mounted blower 
with two HC CBA/RCA canisters 


e The canisters contain a pleated high-efficiency (P-100) filter to remove 
aerosols, radionuclides, and solid particulates, as well as an impregnai =( 
activated carbon bed to adsorb (filter out) gases and 
vapors 


e The carbon bed is the same as used in military 
canisters and is effective against mustard (HD), Sarin 
(GB), DMMP (a Sarin simulant), HCN and CK 


e Approved for High Efficiency, Chlorine, Sulfur Dioxide, 
Hydrogen Chloride, Hydrogen Fluoride and Hydrogen 
Sulfide (escape only) 


e For efficient training and savings on batteries, a 
rechargeable NiCd battery can be substituted for the 
lithium battery, which provides a 10-year shelf life and 


four hours of wear time MSA 10046392 = PAPR, Small face piece, NiCad battery i i = $695.00 each 
10046391 um face piece, NiCad b $ 695.00 each k 


e Includes 1500 hour motor, lithium or NiCad battery, 
charger, breathing tube, belt and Millennium® | 
Facepiece ||| S 


We have faak providing Clan Lab m Certification for almost 20 years. 
We developed the DEAS Clan Lab Safety an 


Onai 45 „000 rots of Clan ‘op specific Classroor raining gr 
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AirHawk™ 


One of the most popular families of industrial SCBAs on the market today, MSA's AirHawk™ MMR 
Air Mask, incorporates SCBA technologies available for industrial, agricultural, wastewater, HazMat 
and HVAC work. Offers lightweight, durability and comfort in an economical package. Designed with 
the user in mind, the AirHawk™ SCBA will go with you in the many applications that do not require 
NFPA-1981 compliance. 


e A pressure demand apparatus designed to 
maintain a slight positive pressure of air 
inside the facepiece during inhalation and 
exhalation 


e Positive-pressure helps prevent contaminants 
from entering the facepiece, should there be 
small breaks in the face-to-facepiece seal 


e Available in both low-and high-pressure versions 


AirHawk™ Air Mask, medium Ultra Elite Hycar facepiece with SpeeD-On® head harness, low pressure 2216 PSI, 30-minute Stealth 
carbon cylinder, Kevlar harness, FireHawk PTC regulator and hard case. 


MSA B-AL333G0C2201 


$ 2,134.40 each — 


BlackHawk ™ 


The BlackHawk™ Tactical Air Mask is especially designed for surveillance. Certain BlackHawk 
features eliminate reflections and/or audible sounds that would compromise concealment - in other 
words, it is black, sleek and silent. 


e All-black Hycar or silicone Ultra Elite® facepiece 

e Nightfighter Heads-Up-Display mounting 
bracket and low-pressure warning device and 
cylinder pressure gauge system consists of a 
transmitter mounted on a gauge line and 
facepiece-mounted receiver 


e SpeeD-ON® Kevlar facepiece harness 

e Firehawk™ Push-to-Connect Mask-Mounted 
regulator has neoprene intermediate 
pressure hose 


BlackHawk ™ Tactical Air Mask, 2216 PSI, Kevlar Harness w/ Chest Strap, Shoulder & Lumbar Pads, 30-Minute Stealth Carbon 
Cylinder, NightFighter HUD (Heads-Up-Display), FireHawk PTC Regulator, Medium Ultra Elite Hycar facepiece, Nosecup, Speed-On 
head harness and hard Case. 


MSA B-BL131G00C2211 


e Variable flow bypass system 


e A black FHR cylinder shroud encompassing 
cylinder and air mask components eliminates 
reflections that would compromise 
concealment 

e Optional shoulder-mounted Quick-Fill® 
system for rapid cylinder filling in tactical 
situations 

e Work-line accessory enabling SCBA 
connection to portable air-supply system 


$ 3,237.35 each 


FireHawk™ 


MSA's FireHawk™ air mask, is the latest SCBA 
platform, takes its name from our highly 
successful FireHawk™ mask-mounted regulator 
and demonstrates innovation with an all-new 
Airframe™ carrier and harness assembly. The 
FireHawk™ gives you more safety and 
ergonomic features than any other SCBA on 
the market. NFPA-compliant. 


MSA's Ultra Elite® facepiece is designed with a 
one-way check valve to prevent cross 
contamination among users. Although 
regulators are shared among users, harmful 
pathogens (SARS, hepatitis, flu virus) are kept 
within each individually-issued facepiece. 


Wireless electronics add safety benefits by 
eliminating snag hazards that can accompany 
unnecessary wires on an SCBA. 


CBRN positive protection is provided by MSA's 
exclusive Tetraplex™ shield, which serves as 
the first line of defense in preventing chemical 
warfare agents from any initial contact with the 
critically important second-stage diaphragm. 


A new insert, now standard on all MSA cylinder 
valves, reduces the thrust of cylinders if they 
are mishandled. A buddy light on the Heads-up 
display lets others know when you are low on 
air with automatic dimming feature. 


3000 PSI, airframe double pull harness w/ chest strap, lumbar pad, 30+ Stealth carbon cylinder, FireHawk™ PTC regulator, medium 
Ultra Elite Hycar facepiece, nosecup, SpeeD-On head harness, pressure gauge and hard case. NFPA 1981, 2002 Edition Approved. 


MSA K-MMD11R00C22AB1 FireHawk™ Air Mask $ 5,127.65 each 


2216 PSI, airframe double pull harness w/ chest strap, lumbar pad, 30-minute Stealth carbon cylinder, CBRN FireHawk™ PTC regula 
tor, medium Ultra Elite Hycar facepiece, nosecup, SpeeD-On head harness, pressure gauge and hard Case. NFPA-1981, 2002 Edition 
CBRN Approved. 


MSA K-UMD113R00C22AB1 CBRN FireHawk™ Air Mask $ 4,980.26 each 
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Ultra Elite® 


e Super-soft black Hycar rubber exceeds e SpeeD-ON® head harness 


the CBRN permeation requirements e The Ultra Elite facepiece is fire-service 
e Large lens with 83% unimpeded vision proven, with over a decade of trusted use 
e Centrally located inlet port for secure, e Available in small, medium and large 


comfortable fit and feel 


e Centrally located mechanical speaking 
diaphragm for clear communications 


MSA 10037651- __ Pressure-Demand, small facepiece for AirHawk™ oo | $318.25 each © 

MSA 10037649 __ Pressure- Demand, medium facepiece for AirHawk™ oo = $ 318.25 each 
10037653 $s 25 each | 

MSA 10035684 ol = $ 355.00 each 

MSA 10035682 B ; FireHawk F PTC, medium facepiece for Black Hawk™ & Fire ‘Hawk™ . E 7 $ 355.( 00 each g 

MSA 10035686 -FireHawk P PTC, large facepiece for Black Hawk™ & Fire Hawk™ ee) 355. 00 each | 

MSA 804638 Spectacle Kit ||| $58.25 each 


Stealth™ Cylinders 


Stealth™ cylinders are the lightest SCBA air cylinders ever developed by MSA. 
They feature a unique outerwrap made of lightweight, high-performance 
carbon fibers, which reduces cylinder weight by two to six pounds when 
compared to fiberglass-wrapped cylinders and as much as 10 pounds 
compared to aluminum. 


e Fiberglass Hoop-Wound Composite e 3AL Cylinder 
Cylinder e Less expensive than MSA's 

e Available in a 30-minute low-pressure hoopwound cylinder, this 
model, MSA's hoopwound cylinder 30-minute low-pressure 
features fiberglass wrapping and cylinder features all-aluminum 
provides a cost-saving advantage over construction. Weighs 
fully-wound composites approximately 18 pounds 

MSA 816115 30 minuted, Stealth carbon, 3000 PSI $1,012.00 each | 

MSA 807586 © 301 minuted, „Stealth carbon, 2216 PSI | o = $ 895.00 each 


MSA 469619 30 minute Hoop wound, 2216 PSI © $ 615.00each 
MSA 809872 30 minute Aluminum, 2216 PSI o $ 509.00 each 


Response Escape Hood 


When escaping from chemical, biological or riot control agents, every second 
counts. MSA's response escape hood gives the needed protection to escape from a 
terrorist situation safely, quickly and easily. Suitable for high-profile office 
environments, government agencies or embassies, or law enforcement or first 
responders. Fits most any size and is compatible with long hair, glasses or a beard. 


MSA 10022208 „pn „„MEludes CBA/RCA Canister mn conn 240-25 each 
Nasa E meiner Oh a aa mansoni ine E is 
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3M™ Full Facepiece 6000 Series, 
Reusable 


e Lightweight, durable material 

e Limited spare parts offering reduces worker involvement 
in maintenance 

e Economical solution to respiratory protection 

e For use with DIN threaded cartridges 

P/N Description Price 

MMM 6700DIN Small $ 144.00 each 

MMM 6800DIN Medium $ 144.00 each 

MMM 6900DIN Large $ 144.00 each 

MMM 450-02-11R06 Tear gas agents $ 18.40 each 

MMM FR-64 Chemical warfare agents $ 38.25 each 


3M™ Full Facepiece 7000 Series, 
Ultimate Reusable 


e Full array of spare parts makes this product a cost 
effective respirator solution 

e Soft silicone faceseal for maximum wearer comfort 

e Versatile facepiece that can be worn as both an air 
purifying and supplied air respirator 


P/N Description Price 

MMM 7800S-S Small $ 198.00 each 
MMM 7800S-M Medium $ 198.00 each 
MMM 7800S-L Large $ 198.00 each 
MMM 60926 Multi gas/vapor/P100 $ 16.90 pack 


3M™ Full Facepiece 
FR-M40 


This full facepiece respirator is approved 
to NIOSH Chemical Biological Radiological 
Nuclear (CBRN) requirements in 
conjunction with 3M™ Cartridge FR-15- 
CBRN. It offers many unique features 
designed to increase comfort and 
wearability for emergency response. It 


combines the comfort of a soft silicone ™ = 
faceseal with a second skin for enhanced 3M Universal 
permeation protection. It also features Second Skin 


two speaking diaphragms to ensure 


communications. A EPDM/butyl second skin that covers the 


silicone 3M™ FR-M40-10 facepiece, 
increasing respirator life and decreasing 
decontamination costs. 


P/N Description Price 

MMM FR-M40B-10 Small $ 285.00 each 
MMM FR-M40B-20 Medium $ 285.00 each 
MMM FR-M40B-30 Large $ 285.00 each 
MMM FR-15-CBRN CBRN NIOSH approved canister $ 40.05 each 
MMM FR-M40-5 Small Second Skin $ 27.90 each 
MMM FR-M40-6 Medium/Large Second Skin $ 27.90 each 
MMM FR-M40-3 Butyl Rubber Hood $ 83.65 each 
MMM FR-M40-4 Insert for Perscription Lens $ 67.85 each 
MMM FR-M40-1 Eyepiece Outsert, Clear $ 83.65 pair 
MMM FR-M40-2 Eyepiece Outsert, Grey $ 83.65 pair 
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e No fit 


3M™ 6000 Series RRPAS™ 


Rapid Response Powered Air System 


MMM FR-57L10 | 


3M™ Breathe Easy™ (BE) 10 
Butyl Rubber Hood System 


e The lightweight butyl rubber hood helps provide 
protection, excellent mobility and visibility 

e Provides a continuous flow of filtered air 

e The belt-mounted power unit is lightweight 
and comfortable 

e The hood can be worn with facial hair and 
glasses 


testing required 


e For use with the 3M™ Cartridge FR-57 

e Approximate weight is 8 Ibs. 

e Includes lithium or NiMH battery, 3 FR-57 
cartridges, butyl hood, breathing tube, turbo 
unit, belt, flow meter and duffle bag 


This is a powered air purifying respirator (PAPR) system in which the components are 
stored in a unique carrying bag that transforms into a vest with the PAPR in place and 
ready for use with the 3M™ Canister FR-40 and 3M™ Cartridge FR-57 


e Provides exceptional comfort and mobility e 
e Easy to don and doff 
e The power unit provides continuous flow of 
filtered air 
e Can be used with rechargeable NiMH 
battery or disposable lithium battery 
e Approximate weight is 10lbs. 


MMM FR-57L68 “Medium facepiece, lithium battery o $ 1,059.00 each © 
MMM FR-57L69 i Large facepiece, lithium batt $ 1,059.00 each 
MMM FR-57N68 © Medium facepiece, NiMH battery $ 1,059.00 each 
MMM FR-57N69 Large facepiece, NiMH battery | $ 1,059.00 each © 


MMM 453-03-02R06 E | Replacement FR-57 cartridge 


Includes lithium or NiMH 
battery, 6000DIN Series 
facepiece and 3M™ 
Cartridge FR-57, 
breathing tube, turbo 
unit, belt, flow meter and 
unique bag 


$ ; 35.00 each 


800-359-4617 


3M™ Smart Battery Charger 
BC-210 


For use with the 3M™ Battery Pack BP-15 and 
3M™ Breathe Easy™ Turbo Powered Air Purifying 
Respirator Assembly. 


MMM BC-210 | | $ 163.25 each 
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AV-2000® Facepiece 
The AV-2000® facepiece is fully interchangeable with Scott's 
full-line of SCBA, air-supplied respirators and air-purifying 
respirators, as well as Scott’s communications products, 
giving users a solid, practical reason to choose Scott. 


e AV-2000® and Scott-O-Vista® full facepieces are ideal for 
user air-supplied and air-purifying needs 

e A complete line of NIOSH approved twin cartridges and 
chin canisters is available 

e 2 types of NBC nuclear, biological and chemical canisters 
are available - standard silver and swat black 

e The AV-2000® is totally interchangeable with Scott's full 
line of air supplied, air-purifying and communications 
products 

e Provide an excellent fit on a broad range of facial sizes 

+ 4 color coded sizes available, Small (green), Large (black), 
Extra Large (red), and Comfort Seal™ (black) 

+ Lightweight and ergonomically designed 

e Available with Kevlar® head harness 


SCO 804191-01 Small | a _ $ 229.00 each © 
SCO 804191-02 „Large a $229.00 each 
SCO 804191-03 X-Large | $ 229.00 each © 
SCO 804191-08 Comfort Seal with Kevlar head harness $ 232.00 each | 
SCO 804442-01 _... specticle kit, be $..36,30 each 
tuca /SCOTT 
HEALTH & SAFETY 


SCO 31000558 
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e Users such as police and first receivers can 
work more safely and comfortably in 
environments that are the result of terrorist e Key addition to Scott's Top Down 
acts or emergencies where CBRN contaminants Convertibility™ design concept 
may be present 


e Material used is manufactured to a stringent 
MIL standard specification and tested for 
permeation against live agents to ensure a 
quality product 


Facepiece 


The AV-3000® Facepiece, leads the way by taking advantage 
of all the features found in the AV-2000® and combines them 
with improvements designed to provide the user better fit, 
added comfort and enhanced communications. 


e Improved downward and peripheral vision 

e Enhanced clarity of voice communication through larger 
dual voicemitters 

e Better fit test results with three sizes of Comfort Seal™ 
(Small, Medium, Large) and four sizes of nosecups (Small, 
Medium, Large, Extra-Large) 

+ Unique nosecup comfort design 

e Easy don 6-point quad adjustment head harness 

e Dual adjustment spectacle kit 

e Omni-mount bracket design allows for facepiece and 
transmitting communication equipment interface to be 
done on either voicemitter 

+ A simplistic clam shell design significantly decreases part 
changeout 

e Large sealing area of the AV-3000 allows for a better hood 
to facepiece interface 


SCO 805773-01 Small i i © $ 239.00 each ~ 
SCO 805773-02 Medium ||| i i = $ 239.00 each | 
sco 805773-03 _ Large i ; ; = $ 239.00 each 
SCO 804564-01 Voice Amplifier, AV-3000 & 

F — _ AV-2000 Facepiece = $ 330.00 each | 
SCO 804636-01 Communication Clamp, Right Side Only, 

i for AV-2000 Facepiece | = $ 16.25 each | 
SCO 805787-01 Communication Clamp, Right Side Only, 

i _ for AV-3000 Facepiece | = $ 18.50 each 
SCO 805753-01 | Specticle kit | i = $ 36.60 each ~ 


AV-3000 Shroud 


The Scott butyl-coated, nylon AV-3000 Shroud is designed specifically for splash 
protection in various environments involving Chemical, Biological, Radiological or 
Nuclear (CBRN) contaminants. 


e Covers the head, ear and neck areas, providing œ Easily and snugly attaches to the 
an added layer of protection against gases and Scott AV-3000 facepiece, while 
vapors associated with a CBRN environment 


allowing the use of additional 
Scott accessories, such as 
communication devices 


e NIOSH approved when used as a 
component of a Scott air 
purifying respirator, gas mask, 
supplied air respirator, Industrial 
SCBA™ or Swat-Pak™ 


$ 240 each 


www.Safewareinc.com 


Promask 25 Full Facepiece 


The Promask 25 offers full face protection with unrivaled comfort and protection against a 
wide range of respiratory hazards when used with our easy breathing 742 series twin 
cartridges. The halo-butyl elastomer facepiece is resistant to chemicals, high temperatures 
and daily wear and tear. 


e For use with a full range of 742 Twin e Head harness does not interfere with head 
Cartridges, NIOSH 42 CFR Part 84 or ear protection 
approved filters, chemical cartridges for Sweat port in chin pocket for added comfort 
gases/vapors and combination during extended wear times 
particulate/gas/vapor cartridges 


2 : e Balanced, lightweight and ergonomically 
e When used in a respiratory program designed with low profile 
with the Xcel™ half-facepiece respirator, e Wide lens for extended field of vision, 
eer Nee LT ofa available in polycarbonate or hard-coated 
nis INS O! eee polycarbonate for scratch resistance 
° pent o edge e Available with quick-donning textile head 
PrOVICES EXCELEnE 1 harness or rubber head harness for easy 
e Includes speech diaphragm for optimal decontamination 
personal communication 


e 2 sizes available, Small and Medium/Large 


SCO 013028 Textile Head Harness, Small 
SCO 01 tile Head H 
SCO 045123 Enforcement Canister, 40mm Thr i i 
SCO 7422-CD1 | Tear Gas/P100 Plus Chemical Cartridge, 742 Series, 2/pk 


tyca / sco T. T | O ae Spectacle Kit | 


HEALTH & SAFETY 


$ 114.00 each 


$ 18.00 pack 


$ 12.60 each 


Proflow 3 Powered Air Purifying 
Respirator (PAPR) 


The Proflow 3 PAPR is specifically designed for first responders and first 
receivers use in non-IDHL (Immediately Dangerous to Health & Life) 
environments that require air-purified respiratory protection for 

extended durations or during physical exertion, such as the extrication of 
victims and decontamination. 


e “Intelligent power” microprocessor + Ergonomic, well-balanced 
constantly monitors and adjusts airflow design reduces strain 
to compensate for changes in filter 
load resistance, to ensure adequate, 
easy-to-breathe air to the user 


e Breathing tube is 
temperature, abrasion and 
chemical resistant, and is 

e Lens fogging is eliminated because of easily removed for 
the constant flow or air cleaning and 


e Ergonomically-designed and shower- decontamination 


friendly e Audible alerts for low 


e Resists heat, impact, chemical battery or flow rate 


exposure and electrical sparks e Shielded waterproof on/off 
e Optional Butyl Hood for users with switch prevents accidental 
shutoff 


facial hair or spectacles is available 


e NIOSH approved on various Scott e Internal eight-hour battery 
facepieces including AV-2000 and easily recharged with 
AV-3000 full facepieces, the M98 and plug-in cable 
M95 gas masks, the Promask and 
Weld-O-Vista facepieces 


n 
SCO 805820-03 Complete system with AV2000 Kevlar®, Comfort Seal _ $1,122.00 each Facepiece Bag 


SCO 805820-04 Complete system with AV2000 Kevlarė, medium $ 1,132.00 each Durable and washable polyester fleece bag, 


SCO 805820-06 f Complete system with large Butyl hood assembly, : with spring loaded clamp and drawstring 
Li 


_breathing tube, battery & charger 1,150.00 each 


$ 
SCO 045123 © $ 27.00 each offers protective stowing for facepiece and 
SCO 052683 _ NIOSH Approved high efficiency HE/P100 filter $ 9.00 each quick connect mask mounted regulator. 
SCO 063748 „Battery pack, rechargeable NiMH = $ 120.00 each 
SCO 063758 Smart single unit charger $ 120.00 each 


SCO 80553401 mE 
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Swat-Pak™ 


SWAT teams not only need reliable 
respiratory protection, but also need an 
SCBA specifically designed for optimum 
protection in stealth situations. Its 
unique black design, in combination 
with Scott’s time-tested SCBA 
componentry, provide protection 
during high risk search and 
rescue operations, hazardous 
chemicals or biological 
environments. 


tyco /SCUTT 


HEALTH & SAFETY 


Standard SCBA 


Designed for quick and easy use, the 
ISCBA provides superior IDLH-level 
respiratory protection in non-fire related 
environments. The ISCBA also 
accommodates a number of optional 
components that are easily 
interchangeable. 


e Tactical advantage in 
breathing air support 

e Unique all black design 

e Redundant pressure reducer 
with automatic back-up 

e Tactile feel end of service indicator (EOSI) 

e Black Nomex® tactical hood attaches to the 
AV-2000® facepiece 


e Ideal supplied-air protection in 
non-fire related environments 
that are immediately 
dangerous to life or health 
(IDLH) 

e Ergonomic backframe 
design that shifts the weight 

. from the shoulders to the hips 

° Black hardware and cylinder bag . promoting greater user acceptance 

e Lightweight cylinder options in 2216 and 4500 psi, 30- , 45- and e Simple, dependable single stage pressure reducer 


60-minute durations es e NIOSH approved with Scott's AV-2000®, Scott-O-Vista® 
e Interface with all Scott communications and Weld-O-Vista™ full facepieces 


e Options include EBSS with 6" hose and pouch, Quick Charge, e AV-2000® facepiece features 


a a trie i + Available in 2216 and 4000 psi cylinders 
e E-Z Flo® regulator with Modulair™ quick disconnect allows 
SCO 805454-20 a $ 3551.00 each for personal issue regulators that can also be used with 


Scott’s Ska-Pak® Plus and E-Z Airline® respirators 


Ai r- Pak? Fifty™ 4.5 SCBA i SCO 804939-05 Kevlar Harness, 30-Minute 2216 PSI 


o Carbon Cylinder $ 1,988.00 each 
SCO 805663-02 Nylon Harness, Comfort Seal AV-2000 

Facepiece w/ Kevlar® Head Harness, 

30-Minute 2216 PSI Carbon Cylinder $ 2,158.00 each 


Leading edge technology and reliable 
time tested performance are just two of 
the many reasons the Scott Air-Pak® 
Fifty ™ SCBA is the choice of 
professionals worldwide. 


e Cutting edge respiratory protection 
for first responders, municipal and 
industrial firefighters 

e Time-tested record of reliable 
performance and rugged 
dependability 

e Tactile feel end of 
service indicator 

e Includes Scott's 
workhorse regulator, the 


Cylinders 


Aluminum Cylinders: Scott's 
Aluminum cylinders are built 
around the DOT specifications 
and with working pressure of 
2216 psig. These cylinders are 
rated for 30 minutes in duration 
and have free gas capacity of 
45 SCF. Hydrostatic testing is to 


E-Z Flo® be performed every 5 years 
e Available in 2216, 3000 and 4500 psi operating pressures with our unlimited life 
e Cylinder duration available in 30, 45, and 60 minutes expectancy. 


+ TOP DOWN CONVERTIBILITY with AV-2000® facepiece 

e AV-2000 allows for interface with Scott's full range of 
communication devices 

+ Harness incorporates quick release take-up with parachute style 
hardware 

e Options include EBSS, Quick Connect E-Z Flo Regulator, Quick 
Charge, Airline pigtail, and integrated PASS 


Carbon Cylinders: Scott’s 
Carbon cylinders are built 
around DOT specifications and 
have a working pressure of 2216, 3000, or 4500 psig. These 
cylinders are lightweight, composite cylinders consisting of 
an aluminum alloy inner shell, with a total over wrap of 
carbon fiber, fiberglass and an epoxy resin. They are rated 
for 30-, 45-, or 60-minutes in duration. 


SCO 804847-0502 NFPA 2002 Edition, Parachute Style Harness, 
Medium AV-3000 Facepiece, Quick Connect 


E-Z Flo® Regulator, EBSS, 45-Minute SCO 804101-01 2216 PSI, 30-Minute Cylinder 
. i Carbon Cylinder and Case $ 4,309.00 each an & Valve Assembly $ 510.00 each 
SCO 804847-0503 CBRN Approved, Parachute Style Harness, SCO 804721-01 4500 PSI, Carbon, 30-Minute 
Comfort Seal AV-2000 Facepiece, Quick a Cylinder & Valve Assembly ||| $ 832.00 each 
Connect E-Z Flo+ Regulator, EBSS, SCO 804722-01 4500 PSI, 45-Minute Cylinder 
sc Minute Carbon Cylinder and Case $ 4,399.00 each - „A Malve Assembly $ 1,031.00 each. 
SCO 804935-0502 NFPA 2002 Edition, Standard Harness, Quick SCO 804723-01 4500 PSI, 60-Minute Cylinder 
Connect E-Z Flo Regulator, EBSS, Case, Peete & Valve Assembly $ 1,275.00 each 
oo, bess Cylinder, Less Facepiece $ 3,199.00 each SCO 804840-01 2216 PSI, 30-Minute Cylinder 
SCO 804935-0503 CBRN Approved, Standard Harness, Quick ||| oo 8. Valve Assembly ||| $ 847.00 each 
Connect E-Z Flo+ Regulator, EBSS, SCO 805044-01 3000 PSI, 30-Min. Cylinder & 
„Case, Less Cylinder, Less Facepiece $ 3,399.00 each i . Valve Assembly $945.00 each 
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Survivair Opt-Fit™ CBRN Gas Mask Opti-Fit Tactical Gas Mask 


Developed specifically for first 
responders in tactical, CBRN and 
riot control situations, the Opti-Fit 
CBRN Gas Mask provides 
respiratory protection from 
chemical, biological, radiological 
and nuclear agents in addition 
to Toxic Industrial Chemicals 
(TIMs). 


The CBRN Gas Mask is based 
on the popular Opti-Fit full 
facepiece APR. And because it 
features Survivair's superior, 
optically correct, single-piece 
polycarbonate lens, the Opti-Fit 
provides the widest field of vision 
available for critical, high-risk 
situations. 


Developed specifically for first 
responders in tactical, NBC and 
riotcontrol situations, the Opti-Fit 
Tactical Gas Mask provides 
respiratory protection from 
nuclear, biological and chemical 
agents in addition to riot control 
agents including CN, CS and 
pepper spray. 

e Superior field of vision - 
unobstructed view in critical 
situations where vision is 
essential. 

e Full facepiece constructed of 
soft silicone - for excellent comfort, fit, and durability. 

e Three-position canister mounting - Side mounting enables 
sighting of weapons from either side. 

e Anti-scratch coated polycarbonate lens is virtually free of 
distortion 

e Five-strap, silicone head harness 

e NIOSH approved with the Model 1688 Canister - provides 


+ Durable, chemical resistant Butyl Rubber 
face skirt 


e Available in Small, Medium, and Large 


+ Three-position canister mounting protection against 4-choloracetophenone (CN), 

+ Anti-scratch coated polycarbonate lens meets impact and o-chlorobenzylidene malononitrile (CS) and includes a P100 
penetration requirements of ANSI Z87.1-2003. filter for use against particulates such as pepper spray. 

e DIN-threaded 40 mm connectors TC-14G-0264 

+ Optional hydration drink tube 

e Standard nose-cup SUR 753000 Small $130.80 each 

i pi SUR 763000 Medium $ 130.80 each 

« Five strap, silicone head harness SUR 773000 large $130.80 each 

e NIOSH approved with the Model 1690 CBRN Canister— SUR 168800 ||| NBC Canister = $27.70 each 
(NIOSH Cap-1 approved, #TC-14G-0272) 

P/N = Deseription Price 

SUR 759000 = | | | | Small $199.00 each Žž 

SUR 759020 || Small w/ drink tube | $ 224.00 each 

SUR 769000 ||| | Medium $199.00 each 

SUR 769020 ||| | Medium "A drink tube $224.00 each Žž 

SUR 779000 Large $ 199.00 each 

SUR 779020 Large w/ drink tube $ 224.00 each SURVIVAIR’ 

SUR 169000 CBRN canister $ 45.00 each 


Deluxe SCBA Bracket Alcohol Free Cleaning The Big ALLEGRO’ 


The Deluxe SCBA Bracket is constructed Pads Ones TAN S 
ei curele gostes steel, For use on respirator facepieces where Available with the v 
the manufacturer recommends using a same cleaning ingredients as our 
ALE 4110-05 51/4" clip, non-alcohol cleaning wipe. Active Cleaning Pads, these extra large 8" x 11" 
Aen A =n Se eed ingredient: Benzalkonium Chloride. Will towelettes are perfect for big cleaning 
Ip & 45 min. hp $ 45.00 each not harm even the most sensitive rubber jobs such as full face and supplied air 
ALE 4110-07 71/4" clip, oa k) TP facepieces. 100 towelettes per box. respirators. 50 per box. 
fits 60 min, hp $ 45.00 each 
ALE 3001-05 $ 6.95 box 
ALE3001 o $995 box oe io m a i. 2 
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5400 Full Face Respirator 


Low maintenance dual cartridge elastomeric full facepiece 
(shown with 7581P100 cartridges). Comes with three peel- 
away windows, six respirator wipes and a storage bag. 
Cartridges and filters sold separately. 


Sizes: Small & Medium/Large 


NOR 54001S © Small _ i = $ 113.00 each 
NOR 54001 | Medium/Large | -$ 113.00 each 
NOR 75SCP100 Defender multi-purpose P100 Cartridge, 2/pack $ 14.25 pack 


Emergency Escape Breathing 
Apparatus 

EEBA, Complete, Five Minute & Ten Minute (Avg. airflow 
42 Ipm) 


NOR "minute 00 each | 
NOR 850 © _ 10-minute | $ 475.00 each 
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54400 Series Gas Mask 


54400 Series NBC (Nuclear, Biological, Chemical) Gas Mask 
with one 40NBC Canister and carry bag. 


Size: Small & Medium/Large 


NOR 54401SNBC Small — 
NOR 54401NBC Medium/Large 
NOR 40NBC „NBC Canister 


_ $150.00 each 


_ $515.00 case 


Escape Respirator 


The ER1000 is a hood-style escape respirator. It provides a 
minimum of 30 minutes of respiratory and face protection from 
chemical, biological, nuclear, and toxic industrial materials 
during emergency evacuations. Easy and comfortable to use, it 
can be donned and functioning in seconds. Polyurethane hood, 
polyurethane lens and butyl neck dam are all highly chemical 
resistant materials. Comes with two new Defender Plus™ 
cartridges that contain impregnated ASZM-TEDA carbon, as 
specified for U.S. Military canisters, for protection from 
chemical war agents. A HEPA filter is sealed to the cartridge for 
particulate protection. 


NOR ER1000 $ 175.00 each 
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Freedom Series™ 
& CERT V-Gards 


V-Gard consists of a poly- 
ethylene shell and suspension 
working together as a 
protection system. MSA's 
Fas-Trac® suspension ensures 
the caps are lightweight, 
durable and comfortable. 


+ Freedom Series™ - 
Hardhat wearers can 
express their patriotism and 
protect their heads by 
wearing one of MSA's new 
special series of Freedom 
caps. The bright designs on 
the cap’s .030-inch thick 
vacuum-formed glossy 
cover are very attractive 
and have a superior finish. 


(CERT) Community 
Emergency Response 
Teams - Throughout 
America, Community 
Emergency Response 
Teams are ordering 
specially made industrial 
hard hats for their 
volunteers. 


Advanced Combat Helmet (ACH) 


The MSA Military Advanced Combat Helmet (ACH) delivers the 
world’s most advanced ballistic and impact head protection, 
with unsurpassed comfort for long-term use. The helmet's low- 
profile design reduces the risk of interference in target 
acquisition and ensures compatibility with NVGs (night-vision 
goggles), MSA’s CBRN (Chemical, Biological, Radiological, & 
Nuclear) Gas Masks, and MSA's communication devices. 


An innovative suspension system of movable comfort pads 
(which are attached to Velcro strips on the inside of the 
helmet) provides customized sizing and superior comfort. The 
sized pads conform to the shape of your head to distribute the 
helmet’s weight evenly and comfortably. Simply adjust and 
move the absorbent pads for a flexible, personalized fit. 


MSA 10060496 Black, 61/2 - 7 $555.45 each | 
MSA 10060484 Black, 7 - 71/4 $555.45 each | 
MSA 10060502- Black, 71/4 - 71/2 $ 555.45 each 

MSA 10060490 _ Black, 71/2 - 73/4 $555.45 each | 


MSA 10060499 OD Green, 61/2 - 7 $ 555. 45 each | MSA 10052947 American Flag & 2 Eagles $ 21.60 each 
MSA 10060487 N OD Green, 7 - 71/4 $ 555 45 each MSA 10052945 American Stars & Stripes Design $ 21.60 each 
MSA 10060505 7 OD Green, 71/4 - 71/2 $555.45 each MSA 10056779 Hi-Viz Green _ i i $ 11.55 each 
MSA 10060943 OD Green, 71/2 - 73/4 $ 555.45 each MSA 10056777 Hi-Viz Orange $ 11.55 each 


Cap Cover Cape 


Polyurethane coated nylon (nylon on Polyurethane coated nylon (nylon on 


outside) cap cover, universal size. 


outside) cape with snaps to attach to 


e NEE 475CC - Cap cover with elastic  ©4P Cover. 


and snaps on bottom for cape 


e NEE 447CCN - Cap cover with elastic Hat Cover 


bottom, no snaps PVC/Nylon Hat Cover fits 
Montana/Campaign style peak hat, 


+ Available colors: black, federal blue, : : 
elastic bottom to secure to hat brim. 


green, lime, orange, yellow 


_ Elastic cover with snaps for cape $885each 
N 147( __ Elastic cover, no snaps i o E $6.52 each Žž 
NEE 475CAPE Cape i $ 8.85 each 
NEE 475HC Hat Cover $ 8.53 each 
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CarbonX® 
Ultimate Hood | 


Ultimate cut meets NFPA 
1971 reguirements. 
Superior protection, non-flammable, non- 
melting. ATPV of 23 cal/cm2. Additional chest 
and shoulder coverage. 


wan FACTUR EA = E 


Se ee E S0 each 
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Conquest 


Comfortable bayonet style 
templates, single poly- 
carbonate lens. Available in 
black, painted burgundy and 


painted blue. 
SAF 1114BCHC _ Black frame, clear lens $ 3.50 pair 
SAF 1114BGHC Black frame, grey lens $ 3.50 pair 
SAF 1114BAHC F Black frame, amber lens $ 3.50 pair 

-= SAF 1114BIO Žž Black frame, indoor/outdoor silver lens $ 3.90 pair 

_ SAF 1114BSM Black frame, silver mirror lens $ 3.90 pair 
SAF 11148GCHC Burgundy frame, clear lens || $ 390 pair 
SAF 1114BGGHC Burgundy frame, grey lens || | | | $3.90 pair 
SAF 1114BGIO Burgundy frame, indoor/outdoor silver lens $ 4.10 pair 
SAF 1114BGRM | Burgundy frame, rainbow mirror lens 3 - F $ 4.95 pair 
SAF 1114BLCHC Blue frame, clear lens © $ 3.90 pair 
SAF 1114BLGHC Blue frame, grey lens $ 3.90 pair 
SAF 1114BLIO - Blue frame, indoor/outdoor silver lens - j $ 4.10 pair 
SAF 1114BLGM Blue frame, gold mirror lens $4.95 pair 


combat, sun, dust and wind protection. High-impact lens and 


frame design. Interchangeable fog-resistant lenses: clear and gray. 


BR a Par 


Porta Stream® Il 


Self-Contained, Gravity-Fed Eyewash Station. 


e The Porta Stream II can be easily relocated to provide 
emergency eye wash capability at or near hazards. 

No plumbing required & no moving parts. 

Full flow nozzles allow thorough flushing and provide .4 gpm 
for the the entire 15-minute cycle required by 

ANSI Z358.1-2004. 


Exclusive full flow nozzles cover a wide 
area around the eyes. Patented 
nozzle strap is easily removed to 
activate flushing, leaving hands 
free to hold eyelids open. 


Eyesaline Concentrate is included 
with the Porta Stream II. When 
mixed with tap water, provides 
16 gallons (61L) of solution as 
recommended by ANSIZ358.1. 
Single-unit construction unit is 
all one piece. 

Comes with: 1800z Eyesaline 
solution concentrate, 
emergency eyewash sign, 
hanging bracket, inspection 

tag and instruction booklet. 


FEN 200 | $ 265.00 each | 
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Aosafety. 


Maxim® 2X2 Tactical ae 


With a patented air seal to help keep out airborne particles, this 
goggle is an excellent and comfortable protector for close-quarter 
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J ouster 


Curved lens and ergonomically 
designed nose bridge. 


SAF 1108BCHC Black frame, clear lens $ 3.50 pair 
SAF 1108BGHC _ Black frame, grey lens _ $ 3.50 pair — 
SAF 1108BAHC ®© Black frame, amber lens _ $3.50 pair 
SAF 1108BIO “Black frame, indoor/outdoor lens _ $ 3.90 pair 


Lancer 


Lightweight, wraparound lens 
provides unobstructed vision. 


Legend 


Contemporary design with 
single polycarbonate lens. 


SAF LIOIBCHC Black frame, clear lens mmm 


SAF 1101BGHC Žž _ Black frame, grey lens 
SAF 1101BLCHC | _ Blue frame, clear lens 


-$ 210 pair 


fend-all 


Eyesaline® Personal Eyewash 


Single-use eyewash solution. 

e Factory sealed, sterile, preserved, 
buffered, saline solution 

e 36-month shelf life 

e Twist-off tabs - no seals to remove, 
no leaking caps. Twist-off tab top 
is tamper resistant, yet easily 
removed in an emergency 


16 oz. and 32 oz. containers 


° kata SiN ENADO = z E 
have nozzles that provide ets de li B 
extended flow (compared to desalin imama i = 
conventional 16 and 32 oz. ae ck Sa “ume 

= a 


containers) ean nee — 
e 1 oz., 4 oz., and 8 oz. products 
deliver drops of solution or an 
irrigating stream, depending on the squeeze pressure applied 
to the bottle. 
e Insured quality and lasting value with FDA grade polyethylene 
bottles featuring lot numbers and expiration dates. 


FEN 455 32 oz. į $ 8.50 bottle 
FEN 454 16 oz. $ 5.95 bottle. 
FEN 452 4 oz. i i $ 2.85 bottle 
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HOWARD 


Bilsom LEIGHT 
Leightning® L3 


e NRR 30 

e Maximum protection from an earmuff 

e Robust steel headband withstands demanding use 

e Padded foam headband 

e Lightweight 

e Snap-in ear cushions for quick and easy replacement 


BIL 1010924 a E $ 17.50 each 
@eELTOR l 
iii Max® Ear Plugs 
TACTICAL PRO The highest NRR rating available. NRR 
This versatile NRR 26 electronic earmuff has excellent noise 33, pre-shaped foam ear plugs feature 
suppression to protect against impact noises. Ideal for smooth outer skin for maximum user 
shooting range or where helmets are not required. comfort. Corded or uncorded. 


e 360° Surround sound for ambient listening 


+ Instant protection against gunshots 


e Available with boom microphone for 2-way radio 


EAR MT15H7F SV $ 176.00 each 


PowerCom Plus 


Up to a 2-mile range. Communicate more clearly and a 
greater distances with this lightweight and comfortable self- 
contained 2-way radio headset. With noise reduction rating 
NRR of 25, it's an excellent choice in environments where 
high noise and clear communication is necessary. 


EAR MT53H7A4610 $ 478.00 each 


SWAT® TAC II Spedal OPS Headset 


SWATeTAC II has dual earcup microphones to let wearers 
hear ambient sounds 360°, along with the comparability to 
suppress gunshots and other high impact noises - instantly. 


Reusable Ear Plugs 


e Fits under ballistic helmets including PASGT, MICH and ACH NRR 27, reusable ear plug features a shell 
of soft attenuating material around a 


e Instant protection against the sound of gunshots, NRR 21 


models 
F : : . pocket of air that is comfortable enough 
e Noise-canceling microphones (Flexible gooseneck boom or for extended wear. Comes in a clear 
throat microphone available) plastic case. Corded or uncorded. 


e Adapts to any radio system 
e Covert black finish will not reflect 


e Various microphone options available 


EAR MT15H69FB-08 SV | $ 271.00 each 
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Curved Hand 


Viton® 


Silver Shield® 


N-DEX® & N-DEX® Plus 


e 100% nitrile 
+ 9.5" long 


e Patented low-modulus formulation fe DEX 
e Rolled cuff 


e Lightly powdered 

e N-DEX® - 4-mil. thick, 100 gloves per box 

e N-DEX® Plus - 8 mil. thick, 50 gloves per box 
e Sizes: medium - X-large 


BES 7005-M "< N-DEX8, Medium ss $ 11.00 box 
BES 7005- L _— N- -DEX®, Large S$ 11. 00 box 

BES 7005-XL i N- DEX®, X-Large a $ 11. 00 box i 
BES 8005-M ||| N-DEXS Plus, Medium $ 14.00 box || 
BES 8005- L o N- -DEX® Plus, Large = $ 14.00 box 7 
BES 8005-XL —— N-DEX® Plus, X-Large $ 14.00 box | 


MAE) Safety Products 
North Butyl Gloves 


North Butyl gloves exhibit the highest permeation resistance to gas or water vapors of 
any glove compound available today. Ideal for use in ketones (eg. M.E.K., M.I.B.K., 
Acetone) and esters (eg. Tricresyl Phosphate, Amyl Acetate, Ethyl Acetate). 


NOR B131GI 13 mil, 11" length, size 7-11, smooth finish _ $ 14.35 pair 
NOR B131R 13 mil, 11" length, size 7- 11, rou | $ 16.35 pair 
NOR B161 16 mil, 11" length, size 7- 11, smooth fi ish S -$ 16.25 pair — 
NOR B161R 16 mil, 11" length, size 7- 11, rough fin _— oo = $ 14.75 pair — 
NOR B174 _ 17 mil, 14" length, size 8- „11, smooth fi ish | OC = $ 23.95 pair 
NOR B174R 17 mil, 14" length, siz 8- 1, rough finish = $ 29.75 pair | 
NOR B144GI | 14 mil, 14" length, size XS- XL, curved hand design, smooth finish = $ 18.75 pair — 


North Hazmat E New = 


North Safety Products has successfully created a solution for those end users that must 
double glove for the highest levels of hand protection. Now you can put your hand into 
the gloves and then remove your hand without having the inner SilverShield®/4H glove 
pull out inside. This allows Level A suit wearers to be able to draw their hand inside the 
suit without the worry of having to try and manipulate the inner glove back into the 
outer glove. 


NOR B254SSG/L __ „25 mil, Silver Shield 11, Butyl Large | $41.95 pair 
B254SSG/XL 9 


NOR B174SSG/11 17 mil, Silver Shield 11, Butyl 11 $ 37.95 pair | 


North Viton® Gloves 


North Viton® gloves are made specifically for handling chlorinated and aromatic solvents. 
They exhibit a high degree of impermeability to these solvents and can be used in or 
around water-based solutions. Superior resistance to PCBs. Available sizes 8-11. 


NOR F101 a _ 10 mil, 11" length i -$ 49.95 pair — 
NOR F124 | eens ClO S Ps © $ 79.95 pair 


Silver Shield? 


Made from Norfoil®, a remarkable lightweight, flexible laminate which resists permeation 
and breakthrough by an array of toxic/hazardous chemicals. An excellent choice for 
chemical and petrochemical laboratories, spill cleanup and hazmat control operations. 
Available sizes: 6-10, 11/12. 


NORSSG/10 Size 10 oo | $3.75 pair | 
NOR SSG/11 Swe $3.75 pair 
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Leather Police 
Gloves 


Style P200 features a 
100% Spectra® knit liner 
to protect against injury 
from razors, knives, and 
other sharp objects. The 
Spectra® yarn is knitted 
into a glove liner, which 
is then sewn into a 
premium cowhide leather 
shell. This glove is cut 
resistant, and not cut 
proof. 


Style P300 is a favorite 
of patrolmen, duty and 


Par corrections officers everywhere. Al m. 
All Purpose Nitrile Seewore It features a premium cowhide firo lilance 
leather shell and cut resistant 


knit liner made of 100% Kevlar®. It provides ample dexterity 
for everyday duties. This glove is cut resistant, and not cut 


e Comfort, dexterity, efficiency 
+ 15 mil. Embossed grip 
e Sizes: Small - X-Large 


proof. 
SAF 66153 Medium i $ 16.80 dozen 
SAF 66154 Large i $ 16.80 dozen ALL P200 Small - X-Large _ $ 29.95 pair 
SAF 66155 ; X-Large $ 16.80 dozen _ ALL P300 Small - X-Large i $ 24.95 pair 


ALLEGRO 
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Deluxe Elbow Pad 


This strong support offers abrasion-resistant flexible caps 
backed by soft foam padding. Fully adjustable Velcro closures 
along with elastic sleeves provide a comfortable, custom fit. One 
size fits all. 


AME 7 E oe eee eet E 
ALE 7104-03 _ Camouflage 0 $ 9.69 pair 


ALLEGRO 
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v 
Black Flexknee 


Grueling deep knee work requires tough protection. Designed with 
lightweight pads capped by large abrasion-resistant rubber caps for long- 
lasting wear. The wrap around rubber cap design allows maximum flexibility 
while maintaining a secure fit. Designed with Velcro closures. 


Arom ton or e R a a =——————————: 
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SF Chem Overboot 


Made in the U.S.A., has been tested to the 
chemical requirements of the Military Spec 
MIL-O-43995C and the CID A-A-59520. This boot 
features a highly durable injection molded 
construction with tabbed grips and elastic loops. 
The construction is a one-piece molded overshoe 
to eliminate possible leaks in reinforced areas. 


HazProof® Boot 


Made of special polymer material, this comfortable 
boot meets and surpasses protective footwear 
chemical permeation requirements of ASTM F 
1001 (21 chemicals) for hazardous chemical 
emergencies in accordance with Test method 
ASTM F 739. The HazProof boot has been tested 
to Military Standard 282 and will provide 
protection against certain chemical warfare blister 
and nerve agents. 


e Larger foot area is engineered to accommodate 
the extra bulk of an encapsulated suit, for 
comfortable fit 


Latex Boot Cover 


Men's heavy weight latex boot cover (nuke 
boot). Sanded and grooved sole for extra 
traction. Yellow. 


Men's Stealth II 8" IE 


Re-sculpted and engineered for greatness. 30 
percent lighter than the original. Flexible, athletic 
styling. Magnashield all-over full-grain leather. 


e Leather/1150 denier nylon upper 

e Slip, oil, acid resistant outsole 

e Compression-molded EVA midsole 

e Cambrelle® moisture wicking lining 

e Heel stabilizer board with stoebel forefoot 
construction 

e 3D2 max-comfort contoured insole 

e Bluecher lace system 

e Men's sizes: 7-12, 13, 14 

e Available in D and EEE width 


Women's Stealth II AE 


Re-sculpted and engineered for greatness. 30 
percent lighter than the original. Flexible, athletic 
styling. Magnashield all-over full-grain leather. 


e Leather/1150 denier nylon upper 

e Slip, oil, acid resistant outsole 

e Compression-molded EVA midsole 

e Cambrelle® moisture wicking lining 

e Heel stabilizer board with stoebel forefoot 
construction 
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Retin Safety Products 


This boot also features a slip-coated interior 
and a slip-resistant, self-cleaning outsole. 


e Small (6-8), medium (9-10), large (11-13), 
X-Large (14-15) 


NOR 11095 


Ne Small - X-Large | = $ 16.00 pair 


TINGLEY 


e Stretch fastener closure system allows for 
easy on and off while wearing gloves 


e Meets ANSI spec. Z41 PT99 MI/75 C75 EH, 
for steel toe impact and compression, and 
Electrical Hazard Protection 


e Steel mid-sole meets and exceeds CSA 
Z195-M for sole and heel puncture 
resistance 


e Steel shank provides firm arch support 


TIN 82330 < Sizes 7-13 $ 65.00 pair 


Safeware 


BOOT-LATEX-LG Large | | $ 3.00 pair 
BOOT-LATEX-XL X-Large $ 3.00 pair 
BOOT-LATEX-2X 2X-Large | $ 3.00 pair 

MGN 8152 | Sizes 7-12 $ 75.50 pair 

MG 13 i 


MGN 815214  Size14 | 


MGN 8154 14 $ 78.25 pair 
MGN 8156 
i ANSI composite safety toe $ 86.30 pair 
MGN 8156 13 Size 13, Side Zip | | | 
MGN 8156 14 Size 14, Side Zip, 

ANSI composite safety toe $ 86.30 pair 


e 3D2 max-comfort contoured insole 
e Bluecher lace system 

e Women’s sizes: 5-10, 11 

e Available in D and EEE width 


MGN 8155 


L i Sizes 5-11 
MGN 8159 


Sizes 5-11, Side Zip | 


$ 78.25 pair 
$ 75.50 pair 
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Men's Elite 900 8" 


e Leather/1150 denier nylon upper 

e Aggressive slip-resistant outsole with tire 
tread design 

e Polyurethane midsole 

+ DRI-LEX® Lining with antibacterial treatment 

e Composite shank 

+ Heavy duty casted hardware 

e Waterproof/breathable SYMPATEX® plus bootie 

e Aerospacer mesh collar lining 


Men's Elite 8" Insulated 


e Waterproof leather upper 

e Aggressive slip-resistant outsole with tire 
tread design 

e Polyurethane midsole 

+ DRI-LEX® Lining with antibacterial treatment 

e Composite shank 

e FPS footbed with dual shock pads & 
antibacterial TRE 

e Heavy duty casted hardware 

e Waterproof/breathable SYMPATEX® plus bootie 


Men’s Response 8" 


e Action leather/900 denier nylon upper 

+ Moisture wicking lining 

e Steel shank with board lasting construction 
e Contoured removable insole 

e Suede collar 

e Men’s sizes: 7-12, 13, 14 

e Available in D and EEE widths 


Women’s Response 6" 


e Action leather/900 denier nylon upper 

e Moisture wicking lining 

e Steel shank with board lasting construction 
+ Contoured removable insole 


Women’s Phantom V-LITE 6" 


e Full grain leather/ballistic nylon upper 

e High traction slip-resistant V-LITE outsole 

e High density phylon EVA midsole 

e Tri-density M-Pact sock liner with memory 
foam 

+ Dual-density lasting board 

e Composite eyelets 


MEEN 


CL TU 
e Gusseted tongue 


e Available in D and EEE width 
e Men's sizes: 7-12, 13, 14 


MGN 5419 o Sizez 7-12 7 $ 118.00 pair 

MGN 541913 Size 13 -$ 118.00 pair 

MGN 541914 Size 14 -$ 118.00 pair 

e Aerospacer mesh collar lining 

e Flex cuff 

e 400G Thinsulate® insulation, -45°F Temp 
rating 

e Available in D and EEE width 

e Men's sizes: 7-12, 13, 14 

MGN 5424 Sizes 7-12 — $ 130.00 pair 

MGN 5424 13 Size 13 = $ 130.00 pair 

MGN 5424 14 Size 14 M $ 130.00 pair 


5276 - Leather/ nylon upper 
5274 - Durable zipper with Velcro® tab 


MGN 5276 Sizes 7-12 $49.75 pair | 
MGN 5276 13 Size 13 = $49.75 pair | 
MGN 5276 14 Size 14 © $49.75 pair 
MGN 5274 _ Sizes 7-12, Side Zip | $ 54.00 pair — 
MGN 5274 13 Size 13, Side Zip | © $ 54.00 pair | 
MGN 5274 14 Size 14, Side Zip $ 54.00 pair 
e Suede collar 

e Women’s sizes: 5-10, 11 

+ Available in C width only 

MGN 5279 | Sizes 5-10 — $ 45.25 pair | 
MGN 5279 11 Size 11 -$ 45.25 pair 
e Flex cuff 

e Circular side-zipper 

e Women’s sizes: 5-10, 11 

+ Available in C width only 

MGN 5507 i Sizes 5-10 — $ 87.50 pair — 
MGN 550711 Size 11 $ 87.50 pair 
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CAMELBAK: 


Sabre™ 


is an important part of a safe 
workday. No matter where you 
work, the Sabre™ delivers clean, 
cool water while on the job. Basic. 
Tough. Cost-effective. 


e Quick-release shoulder straps 
unclip for easy removal 


e External zip pocket holds your 
essentials 


e Tough, abrasion-resistant 
exterior 


e Closed cell insulation keeps water cool or warm for hours 
e Capacity: 70 oz. (2.0 L) 
+ Dimensions: 17" x 10" x 1" (432 mm x 254 mm x 25 mm) 


e Volume: cargo only - N/A / including water - 126 cu. in. 
(2.0 L) 


e Weight: empty reservoir - 0.9 Ibs. (0.39 kg) / filled reservoir 
- 5.3 Ibs. (2.37 kg) 


CAM 20322 70 0z/2.0L, black 


Stealth™ 


When duties put you in tight 
vehicle spaces or cramped 
environments, CamelBak’s 
Stealth™ is the system you need. 
Built around our low-profile 72 oz. 
(2.1 L) baffled OMEGA Water 
Beast™ Reservoir, the Stealth 
spreads the load evenly across 
your back, making it balanced 
and comfortable enough to wear 
under body armor or in a vehicle. 


e Ventilated back panel to keep 
you cool and comfortable all day 


e Quick and easy external fill via the massive OMEGA fillport 
e Low-profile 72 oz. baffled OMEGA Water Beast™ Reservoir 


e Closed cell insulation and neoprene tube cover keeps water 
cool for hours 


e Capacity: 72 oz. (2.1 L) 
e Dimensions: 14" x 8" x 2" (355 mm x 203 mm x 50 mm) 


e Volume: cargo only - N/A / including water - 130 cu. in. 
(2.1 L) 


e Weight: empty reservoir - 1.3 Ibs. (0.54 kg) / filled reservoir 
- 5.8 Ibs. (2.58 kg) 


CAM 76000 72 02/2.1L, black 
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Whether you are a motorcycle cop 
or a construction worker, hydration 


$ 33.50 each | 


$ 55.00 each | 


ThermoBak® 2L 


Durable and comfortable, CamelBak’s 
ThermoBak® 2L will be your most 
relied on tool in the field. In fact, this 
system has proven itself with every 
branch of the US Military. With 70 
ounces (2.0 L) of clean water you'll be 
able to push harder and longer. And, 
when it's time to refill, external access 
keeps your downtime to a minimum. 


e Sternum Strap™ for added stability 


e Convenient Velcro® strap 
management 


e Closed cell insulation and neoprene 
tube cover keeps water cool or 
warm for hours 


e Exterior fillport with ergonomic 
handle for filling on the go 


e Capacity: 70 oz. (2.0 L) 


e Dimensions: 18" x 8" x 1" 
(457 mm x 203 mm x 25 mm) 


e Volume: cargo only - N/A / 
including water - 126 cu. in. (2.0 L) 


e Weight: empty reservoir - 0.9 Ibs. 
© (0.42 kg) / filled reservoir - 5.3 Ibs. 


(2.40 kg) 
CAM 71000 70 0z/2.0L, black $ 39.50 each ~ 
CAM 71050 70 0z/2.0L, desert camo $ 41.00 each 


ThermoBak® 3L 


You can count on the 3-litre 
ThermoBak® to go the extra mile. 
Its ergonomic design keeps you 
comfortable for hours on end. 
Quick-release straps stow away 
inside built-in pockets to allow 
easy integration with load-bearing 
equipment or web harness 
platforms. 


e Use D-ring attachment points to 
add to Load Bearing Vest or ruck 


e Side zipper allows for quick and 
easy access to reservoir 


e Capacity: 100 oz. (3.0 L) 
e Dimensions: 18.5" x 10" x 1" (470 mm x 254 mm x 25 mm) 


e Volume: cargo only - N/A / including water - 180 cu. in. 
(3.0 L) 


e Weight: empty reservoir - 1.1 Ibs. (0.51 kg) / filled reservoir 
- 7.4 lbs. (3.34 kg) 


CAM 20111 100 0z/3.0L, black © $ 48.00 each _ 
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Viper™ 


When the mission is long and tight 
quarters are a fact, look to the 


this system is built around the 102 
oz. (3.1 L) baffled OMEGA Water 
Beast™ Reservoir. Even fits well 
underneath tactical vests or 
concealment clothing. Integrated 
side pockets hold essentials, such 
as a handgun, extra magazines, 
flashlight, or radio. 

e Low-profile design ensures 
comfortable fit under armor or 
gear 

e Easy-access storage pocket 
securely holds pistol, clips, and 
small essentials 

e Low-profile 102 oz. baffled 
OMEGA Water Beast™ Reservoir 

e Closed cell insulation and 
neoprene tube cover keeps water 
cool for hours 

e NEW! Add or remove nametags 
and unit badges quickly with 
integrated Velcro® strips 

e Capacity: 102 oz. (3.1 L) 

e Dimensions: 17" x 12" x 2" (432 
mm x 304 mm x 50 mm) 

e Volume: cargo only - 90 cu. in. (1.47 L) / including water - 
274 cu. in. (4.5 L) 

e Weight: empty reservoir - 1.9 Ibs. (0.71 kg) / filled reservoir 
- 8.3 Ibs. (3.60 kg) 


CAM 20211 Black $ 72.00 each 


CAM 20402 j | Woodland camo S o $ 75.00 each g 


Pakteen™ 


Canteens are a thing of the past. 

future with CamelBak's Pakteen™. 

wide-mouthed OMEGA stand-alone 

will integrate with a load-bearing 

or can be stowed inside a ruck. 

Pakteen with larger CamelBak 

water capacities. 

e Integrated MOLLE/PAL 
attachment system 

e Use D-ring attachment points to place unit 
anywhere 

e Exterior fillport with ergonomic two finger 
handle for filling on the go 

+ Closed cell insulation and neoprene tube cover 
keeps water cool or warm for hours 

e Capacity: 50 oz. (1.5 L) 

+ Dimensions: 12" x 7" x 1" (304 mm x 
177 mm x 25 mm) 


Look to the 
This 50 oz. (1.5 L), 
hydration system 
belt, web harness, 
Or combine the 
systems for increased 


+ Volume: cargo only - N/A / including water - 92 cu. in. (1.5 L) 


e Weight: empty reservoir - 0.6 Ibs. (0.2 kg) 


CAM 76050 || 50 02/1.5L, black © i i $ 35.95 each 
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Viper™. Low-profile and ergonomic, 


Chem Bio Reservoir™ 4.0 


CamelBak’s next generation Chem Bio 
Reservoir™ 4.0 (CBR 4.0) with DuraFlex 
Barrier™ Technology resists penetration 
by potentially lethal Chemical and 
Biological Agents. Weighing less than 
nine ounces, the CBR 4.0 Reservoir is 
durable, flexible, and can provide taste- 
free fluids on demand during regular 
operations or while wearing protective gear, 
such as MOPP 4 suits and masks. Exceeding 
USACHPPM TG 230A military water quality 
guidelines, CamelBak’s NEW 3-litre CBR 4.0 fully 
integrates seamlessly with the revolutionary 
HydroLink™ Modular Attachment System. 
Developed to easily integrate with current CamelBak Hydration 
Systems, the CBR 4.0 slips into any CamelBak 100 ounce (3.0 
L) reservoir pocket. 
e Attaches to Standard Protective Masks 
e Duraflex Barrier™ Technology resists penetration of Chemical 
and Biological Agents 
e Full reservoir won't burst, even after a 10 ft. drop on to 
concrete 


+ HydroLink™ Modular Attachment System - allows flexibility 
between CamelBak components such as Big Bite™ Valve, 
Filter Adapter, or Protective Mask Adapters 

+ HydroGuard™ Anti-Microbial Technology - continuously 
inhibits growth of bacteria and fungus on reservoir and 
delivery tube surfaces - 

FDA Approved and EPA 


Registered CHEM BIO RESERVOIR 4.0 


CAM 60172 10002/30L $ 53.00 each 


HydroLink™ Protective 
Mask Adapters 


Works with both the Water Beast™ Reservoir 
and CBR 4.0. 


Type M: Fits Millennium, M17, M40 Series, 
MCU2P, M70 Series, and C4 (Canada) 
protective masks. 


CAM 90522 || $6.50 each 


Cleaning Kit z 
All the right CamelBak j 
cleaning tools in one kit! 


Includes: 
e 2 Brushes 
e 2 Cleaning Tablets = 
e Reservoir Dryer 
P/N Price 
CAM 60112 | $ 18.00 each E 
A 4 
Ve 
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MSA 


Where Safety Starts... 


Contact Safeware for 
more information. 


MSA MSA 


= MSA BlackHawk“ Tactical Air Mask ~ f s 
= MSA Millennium“ CBRN Gas Mask = 

= MSA Ultra Elite“ CBRN Gas Mask 

= MSA Sirius® Multigas Detector with ammonia and phosphine sensors 

= MSA ACH Ballistic Helmet with integrated MICH™ Communication System 
= MSA Rescue Equipment 


Ask for MSA technical support, fit testing, information, and training. 


Solaris™ Multigas 
Detector 


Solaris™ Multigas Detector is an 
affordable handheld instrument that 
detects the presence of O2, H2S, 
CO, and combustible gas. It 
withstands rough handling in harsh 
environments while delivering 
MSA's commitment to quality. 


e Includes: rechargeable Lithium 
Ion battery pack, charger, 
sampling pump, datalogging 
option and econo-cal 
calibration kit. 


P/N Price 
MSA 10049297 $ 1,527.00 kit 


Pulsar™ Single- 
Gas Detector 


MSA's Pulsar™ Single-Gas 
Detector provides maintenance- 
free, 24-month monitoring for 
detection of CO, H2S, or O2. With 
triple alarms, it can be worn on a 
pocket, belt, or helmet. Water 
and dust-tight, it’s designed to 
survive a 6-foot drop and meet 
an ingress protection rating of 
IP54. 


P/N Description Price 
MSA A-PULSAR-6-X O2, 22.5% & 19.5% $ 24.00each 


Orion® Multigas 
Detector 


A low-cost, four-gas portable 
detector featuring one-button 
calibration, easy-to-change sensors, 
rugged construction with excellent 
resistance to dust and water 
penetration, and a 16- to 20-hour 
run time. With an internal pump 
and charger included, this multigas 
detector is priced below most 
competitive four-gas detectors now 
on the market. Detects O2, H2S, CO 
and combustible gas and is used for 
confined space entry in industrial, 
agricultural and other environments 
as well as by fire and rescue 
personnel. Accommodates either 
NiMH or alkaline batteries, which are interchangeable. 


e Includes: rechargeable NiMH battery pack, charger, internal 
pump, datalogging, 10 ft. sampling line, 1 ft. probe and 
protective boot. 


P/N Price 
MSA 10030420 $ 1,673.00 kit 


800-359-4617 


Sirius™ PID & Multigas Detector 


The portable Sirius™ PID & Multigas Detector provides 
outstanding multifunctional capabilities by integrating a high- 
performance PID (Photoionization Detector) in a 4-gas detector. 
Users can simultaneously monitor for volatile organic 
compounds (VOCs) with low vapor pressures while measuring 
for combustible, toxic, and oxygen-deficient atmospheres. 
MSA's proprietary PID sensor design gives users excellent PID 
performance, with resistance to humidity, stable zero readings, 
fast response and clear times. 


P/N Price 
$ 3,492.50 kit 


MSA 10051149 


FiveStar® Alarm 


The FiveStar® 

Alarm provides the 
flexibility to meet 
your gas detection 
needs, yet is simple 
to use. The durable, 
high-impact case 
makes it long-lasting, 
while the advanced 
ergonomic design and software 
reduce worker load and simplify 
operation. 

+ Three well-marked, easy-to-use keys 
e Display faces user 

+ Industry leading RFI protection 

e Flexible smart sensors 

+ Ingress protection - IP54-rated 


e Includes: NiCad battery pack, AC charger, PulseCheck® 
pump, 10 ft. sampling line, 1 ft. probe and leather jacket. 


P/N Price 
MSA 10018005 $ 2,552.40 kit 


Instrumentation 
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Hazmatcad™ & Hazmatcad™ Plus 


MSA's handheld Hazmatcad™ and Hazmatcad™ Plus Hazardous Material and Chemical 
Agent Detectors are ruggedly constructed, compact, lightweight, and extremely easy to 
use, requiring no prior training. A single key press begins automatic sampling and 
analysis. They use Surface Acoustic wave (SAW) technology to detect and classify trace 
amounts of CWAs, including nerve and blister agents, with no false positives. 


Hazmatcad™ Plus combines SAW technology with electro-chemical sensors for 
simultaneous detection of six discrete threats: nerve and blister agents, hydrogen 
cyanide, phosgene, hydride, and halogen gases. 


e Compact, lightweight and portable e RS-232 and IrDA communication ports; 


+ Alphanumeric display with LED alarms stores up to eight hours of data 


e Includes: battery charger, belt clip, two 
Sony long-life lithium ion rechargeable 
batteries, a waterproof carry case, vapor 
check source and operating manual 


e Operates between eight and 12 hours 
on rechargeable Li-Ion batteries 


MSA 10055095 
MSA 10055096 


„E DE 5 5,099.00 kit 


Evolution 4100 TIC 


The Evolution 4100 Thermal Imaging Camera (TIC) combines 
MSA's patented popular design with a proven high-performance 
uncooled vanadium oxide microbolometer sensor. Featuring the 
first commercial sensor, the Evolution 4100's dual-handle 
design and five-inch display provide functionality and ease of 
use not found in competitive TICs. With a two-battery capacity, 
the Evolution 4100 TIC allows up to five hours of continuous 
operation. The heat seeker and digital temperature readout 
features provide even more valuable information to the 
responder using the camera. 


e Includes Heat Seeker temperature indicator, 2 batteries, 
charger and hard case 


MSA 10057610 Heat seeker, standard charger $17,740.00 each 


| 5000 
Evolution“ 5000 TIC 


The Evolution® 5000 thermal imaging camera (TIC) provides big-time performance in a small- 
format TIC. The Evolution® 5000 TIC combines the functionality and durability with features 
and performance not found on other small-format TICs. The Evolution® 5000 TIC features the 
industry's first commercially manufactured 160 x 120 uncooled vanadium oxide 
microbolometer sensor. The Evolution® 5000 can be tethered to your belt until needed and 
can be put into immediate action. High-impact construction 
and an internally housed battery system protect the camera’s 
crucial components. 


e Includes: 110V charger, 2 batteries and hard case 
e MSA 10040961 includes temperature indicator 


MSA 10040936 | $ 11,385.00 each 
MSA 10040961 t | $ 12,555.00 each 
MSA 10040226 Retractable belt cip $ 60.00 each 
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"INNOVATORS IN GAS DETECTION" 


Technologies 


GasAlert Extreme 


Compact and affordable, the GasAlert Extreme is highly water-resistant, with an IP 
66/67 fully immersible rating, EMI / RFI resistant housing, built-in concussion-proof boot, 
and heavy-duty stainless steel alligator style belt-clip. An easily changed 3V camera 
battery provides up to two years of continuous operation. 


e Continuous LCD shows real-time gas concentration with backlight in low light (auto and 
on demand); in alarm (auto) 

e LOW, HIGH, TWA and STEL alarms with adjustable setpoints 

e Provides 95 dB tone (typical) and bright LED indication on alarm 

+ Internal vibrating alarm 

e Simple auto-zero and calibration procedure 

e Available with datalogging 


BW GAXT-A S = Ammonia 0-100 PPM 0 ee oe $ 395.00 each | 
BW GAXT-A-DL || _ Ammonia 0-100 PPM with datalogging ||| a $ 495.00 each © 
BW GAXT-P ; Phosphine 0-5.0 PPM . ; . . $ 395.00 each | 
BW GAXT-P-DL Phosphine 0-5.0 PPM with datalogging | $ 495.00 each | 


GasAlertClip Extreme 


Highly water-resistant, with an IP 66/67 fully immersible rating, EMI / RFI resistant 
housing, built-in concussion-proof boot, and heavy-duty stainless steel alligator style 
belt-clip. GasAlertClip Extreme delivers two years of protection with no sensor 
replacement, no calibration, no downtime. Events are automatically logged and can be 
downloaded via built-in IR COM port to a printer, computer, or the MicroDock II docking 
station module. 


e Status-at-glance, large LCD display 

e Displays life remaining in months, days and hours 

e Displays peak alarm exposures encountered 

e Daily self-test 

e Internal vibrator alarm 

e Records and transmits gas alarm events and the time elapsed since the event occurred 


BW GA24XT-X . „Oxygen i o = $189.00 each © 


GasAlertMicro 5 Stealth Monitor & 
GasAlertMicro 5 PID 


GasAlertMicro 5 Stealth Monitor & PID have stealth capabilities that allow end user to 
silence the audio alarm, LED lights and back light, just leaving the vibration alarm, 
and infrared LED lights in operation. O>-LEL-NHs-PHs (PID version includes VOC), 
NiMH Battery Pack, Cradle Charger, Vehicle Charger, Motorized Sampling Pump, 
Datalogging, Black Housing, Calibration Kit and Carrying Case. 


BW M5-XWAP-V-D-D-S-N-07 —O2-LEL-NH3-PH3 —— Oo $ 2,130.00 kit 


BW MSPID-XWQP-V-D-D-S-N-08 | ~ Oe-LEL-PH3-VOC | ~ $2,405.00 kit | 
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MultiRAE Plus 


The MultiRAE Plus combines a PID (Photoionization Detector) with the standard four 
gases of a confined space monitor (Oz, LEL, and two toxic gas sensors) in one 
compact monitor with sampling pump. With more than 10,000 units in the field today, 
its versatility makes it the gas meter of choice for some of the highest profile 
HazMat/WMD teams in the United States. The same monitor can be used as a 
personal monitor, a hand-held sniffer, or as a continuous operational area monitor. 


MultiRAE Plus Personal Gas Monitor Field Kit for Chemist includes: O2-LEL-CO-PH3-VOC 
monitor with pump, datalogging software & cable, lithium-ion battery pack with 
charger, alkaline battery adapter, collapsible probe with 6 ft. Teflon sampling line, black 
rubber boot, automotive charger, vibration alarm, lamp cleaning kit, calibration gases, 
calibration regulators & pelican case. 


RAE 009-3291-014-CHEM-FK $ 4,200.00 kit _ 


QRAE Plus 


The QRAE Plus is a full-featured, compact, one-to-four sensor confined space gas 
detector. Its features include easy-to-change, externally accessed battery packs 
(available in both alkaline and rechargeable versions) and water-resistant case 
design. The rechargeable, Lithium-ion battery pack provides up to 20 hours of 
continuous operation. The QRAE Plus includes 16,000 datalogging points of storage 
capacity for download to PC compatible with Windows 98, NT, 2000, and XP. 


QRAE Plus Clan Lab Monitor field kit for Investigators. Includes Oz-LEL-PH3-NH3 
monitor with pump, datalogging software & cable, lithium-ion battery pack with 
charger, alkaline battery adapter, vibration alarm, accessory kit & carrying case. 


028-1189-010-LAB KIT also includes calibration gases and regulators. 


RAE 028-1189-010-LAB, — $ 1,520.00 each 
RAE 028-1189-010-LAB KIT ||| $ 2,350.00 kit | 


ToxiRAE II 


The ToxiRAE II is a single gas, personal protection monitor that continuously displays toxic gas 
concentrations. It costs just a little more than disposable detectors. Unlike typical disposables 
that only display “remaining life”, the ToxiRAE II is a full-featured gas monitor providing 
continuous, digital display of the gas concentration, STEL, TWA, and Peak values as well as 
high, low, TWA, and STEL alarms. 


Includes: ToxiRAE II Single Gas Monitor, Lithium Battery, 4 Alarm Levels, Stainless Steel 
Alligator Clip, Belt Clip Adapter, Calibration Test Adapter, Wrist Strap and Operations Manual. 
FK models include calibration gas. 


RAE 045-0518-000 | Ammonia 0-50 PPM ||| | . $ 349.00 each 
RAE 045-0518-000-FK | Ammonia 0-50 PPM, kit includes calibration gas $ 692.00 kit 
RAE 045-0519-000 a Phosphine 0-5 PPM or. $ 349.00 each 
RAE 045-0519-000-FK Phosphine 0-5 PPM, kit includes calibration gas $ 692.00 kit 
RAE 045-0006-000 Oxygen 0-30% | ; $ 249.00 each 


SensorRAE 


The SensorRAE is a four socket electrochemical (EC) sensor conditioning station. It keeps 
RAE Systems’ EC sensors warmed up and ready for immediate use when they are not 
installed in a RAE Systems’ multi-sensor product. Responders often require a complete 
“suite” of EC sensors (CO, H2S, SO2, NO, NO», Clz, HCN, PHs, and NHs) but may only be 
using one or two sensors at a time in a particular detector. EC sensors must reach an 
electrical stability to provide their best performance. While it takes less than an hour per CO 
sensor to stabilize, it takes at least 24 hours for a NHs sensor. However, when a particular 
chemical threat is identified, the appropriate sensor needs to be ready for use immediately 
upon installation in a detector. 


RAE 032-3100-000 245.00 each 
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AreaRAE 


Rapidly Deployable Wireless Multi-channel, Compact Mulit-gas Monitor 


The AreaRAE is a one-to-five sensor gas 
| detector equipped with a wireless, RF (radio 
| frequency) modem which allows the unit to 
communicate and transmit readings and other 
information on a real-time basis with a base 
controller located up to two miles away. The 
standard ProRAE Remote software used to 
"control AreaRAE systems is capable of 
monitoring the input of up to 32 remotely- 
located monitors. 


+ Stand alone or use with multiple units 
+ Rugged and Weatherproof 


e Over 24-hours of operation on a single 
charge 


+ PID, LEL, O2 and up to 2 Toxic Sensors 


AreaRAE is also available with a global 
positioning satellite (GPS) option which includes 
the ability to track and display readings from up 
to 32 remotely located detectors on a GPS map. 


RAELink2 Modem 


The RAELink2 Wireless Modem is a key building block of the AreaRAE Wireless Platform. It is built 
into the AreaRAE monitor and is used in a stand-alone configuration with the ProRAE Remote Base 
Station, RAE Systems portable monitors and a wide variety of third-party products. RAELink2 allows 
real-time data transmission between the monitors and the base station, which can be located up to 
two miles away. Each ProRAE Remote Base Station can communicate with and display data from up 
to 32 remote monitors. 


The AreaRAE Wireless Platform integrates information from a wide variety of sensors and monitors, 
including the following: AreaRAE, MiniRAE 2000 ppbRAE Plus, MultiRAE Plus and Coastal 
Environmental Systems WEATHERPAK® portable weather station. 


RAE 029-5001-200 || Host Controller Software, up to 32 wireless detectors | $3,000.00 each || 
RAE 029- 5002- 200 o RAELink2 modem and cables ||| $ 2,000. 00 each - 
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Dragersaiety 


accuro® Pump 


The accuro gas detector pump 
is a manually operated bellows 
pump that draws a calibrated 
100 milliliter sample through 
the short-term Drager-Tubes. 


e One-Hand Operation 
e Very Low Maintenance 
e End-of-Stroke Indicator 


e Built-in automatic Stroke 
Counter 


DRA 6400000 a $ 368.00 each | 


Drager Short-Term Tubes 


For short-term measurements 
more than 160 Drager-Tubes 
are available to measure the so- 
called spot concentrations of 
specific gases. A wide range of 
different gases and vapors can 
be detected and measured, 
e.g.: determining and 
measuring concentration peaks, 
measuring personal exposure in 
the inhalation area, detecting 
leaks in pipelines, gas 
installations etc., and air 
analysis in sewers, shafts and 
confined spaces. 


Clandestine Lab Investigation Kit 
(CLIK) 


The Clan Lab Investigators Kit includes the accuro® pump that 
utilizes one tube at a time. 


Detects: Phosphine, Hydrochloric Acid and Ammonia. 


Kit includes accuro® Pump, deluxe tube opener, spare parts kit, 
accuro® pump, rubber caps (pkg of 10), allen wrench, 3 tube 
sets and carry case. 


oor | 


A 


Clandestine Lab Simultest Kit 


The Clan Lab Simultest identifies and measures gases found in 
the three most common production methods of methampheta- 
mine. The accuro® Bellows Pump uses 5 tubes at once for 


||| 
| 
||| 


DRA 8101682 | Hydrochloric/Nitric Acid, 1 - 10 PPM HCL $ 89.50 box | rapid feedback. 

DRA CH31101 © Phosphine, 0.1 - 4 PPM $59.00 box S i k k g 

DRA 6718401  Triethylamine, 5 - 60 PPM © $65.50bo0x | Detects: Hydrochloric Acid, Ammonia, Phosphine, Phosgene 

DRA CH25701 "| Hydrocyanic Acid, 2-150PPM || | $60.50box | and Iodine. 

DRA 6728861 Chloroform, 2 - 10 PPM a S$ 103.00 b box S Les L 

DRA 8101231 Benzeze, 2 - 60 PPM $ 64.50 box | Kit includes accuro® Bellows Pump, 5 Simultest sets, 

DRA CH22901 Acetone, 100 - 12,000 PPM | $ 59.00 box | simultaneous test set adapter with extension hose, Simultest 
DRA 8101501 Perchloroethylene, 2 - 300 PPM $ 39:00 box... set laminated instruction card, Pelican case and custom foam. 
DRA CH20501 Ammonia, 5 - 700 PPM ; $57.00 box | 

DRA 8101941 Ammonia, 2. 5 100 PPM ; $ 59.00 box _ 

DRA 6722101 — Acetic Acid, 5- 0 PPM $ 64.50 box | DRA 4056562 © Simultest Kit o © $932.00 each | 
DRA 8101661 Toluene, 5 - 300 PPM 7 $ 72.00 box | DRA 4520407 Investigation Kit $ 723.00 each 
DRA 6728541 Trichloroethylene, 2- 250 PPM ; $ 59.00 box B i o : i o i i ee aie 


~ Clan Lab Safety Certification 
~ Clan Lab Field Guides 
~ Clan Lab Field Wizard 
. ~ Clan Lab Basic Recertification 
| ` ~ Tailored Training Programs 
ag NES 
TAA = saaa SS o metronome 
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PRAGENGIN ine 


AP2C Chemical Detector 


The AP2C is a portable chemical contamination control device 
used to detect chemical agents G (GA, GB, GD, GF..), VX and 
HD in the form of vapor or aerosols. The monitor is a flame 
spectrophotometer that draws in air containing toxic agents 
and heats the sample in a high temperature hydrogen burner. 
The element emits rays in their spectral characteristic 


ee emissions. The AP2C is particularly suitable for military use in 
device rough conditions: 
e Fast turn on e The AP2Ce is a special 
Carry Bag e Immediate identification and version of the AP2C, 
measurement designed to be used in an 


explosive atmosphere. 
e Other accessories available 


e Single-handed operation 
e Simplicity of use 


e Ability to be turned off e Unit only, battery and 
without precautions hydrogen not included 


M266 E10 000 = AP2C ||| | | | | | i $ 15,220.00 each 
M232 E10 000 = AP2Ce ||| | $ 18,331.00 each | 
M266 E40 000 Hydrogen storage device $ 488.00 each 

M266 E20000 2s Battery ||| © $ 135.00 each 
M266 E91 002 _ = Carry bag $ 149.00 each © 


Battery 


TIMs Detector 
The TIMs detector 


AP2C Chemical Detector Kit is a flameproof 


portable equipment 


The AP2C is a portable chemical contamination control device for chemical 

used to detect chemical agents. The APACC includes an alarm contamination 

box for a predefined dose of toxic agents. The information can control. The 

be relayed up to 400 meters using a RS 485 twisted pair link, detector is 

and up to 1000 meters using a shielded cable via a surveillance particularly suitable 
station. The AP2Ce is a special version of the AP2C, designed for use in rough 

to be used in an explosive atmosphere. conditions: fast 


turn-on, immediate 
identification and 
measurements, single-handed operation, simplicity of use, can 
be turned off without precautions. The detector is a flame 
spectrophotometer. The air containing toxic agents is drawn in 
and heated to a high temperature in a hydrogen burner. The 
elements emit rays in their spectral characteristic emissions. 


It is used to detect the Toxic Industrial Materials (TIMs) in the 
form of vapor or aerosols such as: 


e 1 AP2C, APACC or 
AP2Ce 


e 2 hydrogen storage 
devices 


e 2 AP2C batteries 


+ 1 spare sampling 
nozzle 


+ 1 S4PE: persistent 


bst li e Ammonia eHCN 
or oa samping e Arsine e Phosphorus oxychloride 
y e Carbon disulfide e Phosphorus pentafluoride 
e 2 S4PE batteries e Hydrogen sulfide e Sulfur trioxide 
, e Phosphorus trichloride e Sulfuryl chloride 
° pinches 10 sampling e Sulfur dioxide e Arsenic trichloride 
P e Sulfuric acid e Dimethyl sulfate 
e 1 S4PE sampling e Carbonyl sulfide + Ethyl phosphonothioic dichloride 
tube + Chlorosulfonic acid e Ethyl phophonic dichloride 
+1 boxer to test e Methanesulfonyl chloride e Parathion 
scrapers e Phosphine e Tetraethyl pyrophosphate 
Šias The TIMs M629 E10 000 does not include hydrogen or battery. 


The UD TIMs Kit M629 E00 001 includes: 1 TIM's monitor, 1 
hydrogen storage devices, 1 battery, 1 battery charger, 1 
buzzer, 1 technical guide and 1 yellow pelican carry case. 


e 1 technical guide 


M266 E00 003 © AP2C Kit O $ 18,903.00 kit | 
M266 E00 004 sce APACE kit m $ 21,325.00 kit | 
M232 E00 003 UC AP2Ce $ 21,996.00 kit | 
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“RAMP 


RAPID, RELIABLE BIOLOGICAL FIELD TESTS COASTAL ENVIRONMENTAL SYSTEMS, INC. 


—_ 
ZAEDOUS Mą m 


RESPONSE Hare te 


RAMP® Biodetection System 
The RAMP® System is WEATHERPAK® 400 


the new gold standard in 


biological field detection. HazMat Systems 


RAMP provides first WEATHERPAK® 400 has been the “Number 
responders, military One” choice of professional First Responders 
E > Pr for more than twenty years. WEATHERPAK® 
ERDERA Ge transmits life-saving data immediately, 
facility peste with including wind speed and direction, air 

. L : temperature, relative humidity and barometric 
dae Ta reliable pressure. It is the only portable hazmat 
SEa ineT evalüateä weather station that both meets the 

P y rane requirements, and withstands the rigors of the 


and AOAC approved, POSF 
RAMP offers unmatched HazMat/WMD response mission. 


sensitivity and reliability WEATHERPAK® is the most rugged weather 
in only 15 minutes. Tests station available. 
are available for anthrax, e It is impervious to airborne chemicals and 
ricin, bot tox and pox. can be deployed directly in the hot zone. 
RAMP combines the use À j 
of fluorescence with a proprietary Internal Control that overcomes e Automatically updates plume dispersion 
the performance limitations of early generation immunoassays. To software (CAMEO®/ALOHA®, SaferSystems®, 
use, a small sample is added to the test cartridge and then inserted and other plume modeling software). 
into the Reader. RAMP provides a positive or negative result in e Requires no tools, 


minutes. and deploys in less 


than 1 minute, by 
one person. 


e Kit includes: RAMP Reader, power supply 120V, printer assembly 
(dot matrix printer, cables, & roll printer paper), quick start card, 
operator's manual and waterproof carrying case. Also includes 
Anthrax, Ricin, Botulinum & Pox Test Kits (25 Tests Per Kit). 


Employs an internal 
self-aligning 
compass, which 


RES B1000 Complete kit $ 10,950.00 kit automatically finds 
RES B1101. ||| Anthrax, 25perkit = $ 650.00 kit || True North. 

RES B1102 Ricin, 25 per kit $ 525.00 kit mies 

RES B1103 i i i i ko tian 25 per kit cans i 5 kainas an i kios e Extraordinarily 

RES B1104 || rkt $ durable. Electronics 
RESB1109 — T $ mil-spec (MIL-STD- 


810E) for severe 
conditions. 


Employs an internal 
UHF radio (5-7 miles 
line-of-site) operating 
under existing 
national radio license. 


ee "770014 
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M272 Chemical Agent Water Testing Kit 


The M272 water test kit was designed and fielded to answer the need for 
a test to detect water contamination by nerve agent, blister agent, 
cyanide (“blood” agent), or Lewisite. The kit will operate between 32°F 
and 125°F. An enclosed instruction card enables a soldier or responder to 
conduct all the tests required to identify the threat agents. 


Each kit contains enough reagents for tests on 25 separate water 
samples. The operator can easily conduct the full range of tests in 20 
minutes when the temperature is between 50°F and 105°F. 


Instrumentation 


P/N Description Price 
M272 M272 Chemical Agent Water Testing Kit 
(Lewisite, Nerve, Cyanide & Mustard) $ 554.00 kit 


TRU-TECH 


M256A1 Chemical 
Detection Agent Kit 
Each sampler-detector contains a 
square impregnated spot for blister 
agents, a circular test spot for blood 
agents, a star test spot for nerve 
agents, and a lewisite detecting 
tablet and rubbing tab. The test 
spots are made of standard 
laboratory filter paper. There are 
eight glass ampoules, six containing 
reagents for testing and two in an 
attached chemical heater. 


Training 
Kit 


Each kit consists of 12 disposable 
sampler-detectors, one booklet of M8 paper, and a set of instruction cards attached 
by a lanyard to a plastic carrying case. 


P/N Description Price 
M256A1 M256A1 Chemical Agent Detector Kit (Nerve, Blister & Blood) $ 175.00 kit 
M256A1 Trainer M256A1 Chemical Agent Training Kit $ 327.00 kit 


M8 & M9 Chemical Agent Detection 


M8 paper is issued in a book of 25 tan sheets of chemically treated, dye- 
impregnated paper, perforated for easy removal. M8 paper is used to detect the 
presence of liquid VGH chemical agents. When a sheet is brought in contact with 
liquid nerve or blister agents, they react with chemicals in the paper to produce 
agent specific color changes. 


M9 Chemical Detection Paper is a portable, expendable single roll of paper that 
comes with mylar-adhesive backed and coated tape. It is 9.1 meters long and 5.1 
centimeters wide. It is packed in a cardboard dispenser with a serrated edge. The 
paper contains a suspension of agent sensitive dye in a paper matrix. The paper is 
colored in pale green with insoluble pigments. The self-adhesive paper attaches to 
most surfaces and a moisture proof resealable bag is provided to store the 
dispenser after removal from its original package. 


P/N Description Price 
M8 G-Nerve, H-Blister & V-Nerve $ 5.00 book 
M9 G-Nerve, H-Blister & V-Nerve, 10 meter roll self-adhesive paper $ 27.00 roll 
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Standard CWA Detection Kit 


The AP2C is a portable chemical 
contamination control device 
used to detect chemical 
agents G (GA, GB, GD, GF...), 
VX and HD in the form of vapor 
or aerosols. The monitor is a flame 
spectrophotometer that draws in air containing toxic agents and 
heats the sample in a high temperature hydrogen burner. The 
element emits rays in their spectral characteristic emissions. 


TIMs CWA Detection Kit 


The TIMs detector is a flameproof portable equipment for 
chemical contamination control. The detector is particularly 
suitable for use in rough conditions: fast turn-on, immediate 
identification and measurements, single-handed operation, 
simplicity of use, can be turned off without precautions. The 
detector is a flame spectrophotometer. The air containing toxic 
agents is drawn in and heated to a high temperature in a 
hydrogen burner. The elements emit rays in their spectral 
characteristic emissions. 


SW-CWA-WI-3662-K 


|-( € _ Standard CWA Detection Kit 
SW-TIM-WI-1926-K 


Upgraded CWA Detection Kit | 


$ 18,903.00 each 
$ 19,558.00 each 


Clandestine Lab Emergency 
Responders Kits 


The Clan Lab Responders Kit 
contains a Rae Systems 
QRAE Plus gas monitor and 
necessary calibration gas. 


e QRAE Plus Monitor 
O2-LEL-NH3-PH3 

+ Li-Ion battery pack 

e Calibration gas: Phosphine, 
Ammonia, Methane 

e Calibration regulators 

e Pelican Case 

e Pick-N-Pluck foam 


CLIK-LE-01 — Detection Lab Monitor Field Kit $ 2,400.00 each 


Cian Lab Investigators Field 
Personal Protective Kit 


Safeware's Clan Lab 
Investigators Field PPE kit 
contains all the necessary 
eguipment to protect the 
investigator from toxic 
chemicals found in a lab. 
Kit also includes prisoner coveralls to reduce the possibility of 
bringing contaminated clothing out of the incident location. 
Collection eguipment consisting of pipettes and glass vials are 
provided for collecting samples. 


Investigator eguipment: 

e Tactical & chemical coveralls, 
safety glasses, nitrile gloves and 
hazmat booties and boots. 


e Full face Respiratory protection, Collection equipment: 
communication and fit testing e Disposable Pipettes and 


Prisoner clothing: 
e Prisoner Coverall, Hood, 
Elastic Wrist & Ankles 


equipment glass vials with overpack 
e Gear Bag e ph Paper 
CLPK-LE-02 | Investigators Field PPE Kit $ 830.00 each — 
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SA Advantage! 


Non- Sparking Emergency 
Responder Tool Kit 


Designed for hazardous environments where flammable 
materials are present. 


Components: 
e Chisel, standard, 5/s" x 6" e Scraper, deck, 11/2" x 15" 
e Chisel, standard, 2" x 103/4" e Scraper, spray booth, 
e Crate opener, 9" 3" x 91/4" 
e Dust pan, 4" x 8" e Screwdriver, standard, 
e Hammer, ball peen with 5/16" x 6" 
fiberglass handle, 2 Ibs. e Shovel, square point, 


e Hammer, claw with 9" x 11" x 37" 
fiberglass handle, 1 Ibs. e Screwdriver, Phillips type #3, 
e Knife, common, 53/4" 6" x 101/s" 


e Knife, putty, stiff blade, e Shears, tin, 3" x 12" 
2" x 4" e Bar, wrecking, 36" 

e Pliers, adjustable e Wrench, bung, 12" 
combination, 8" e Wrench, adjustable end, 8" 

e Pliers, groove joint, 12" e Wrench, adjustable end, 12" 

e Pliers, long nose, side e Wrench, adjustable pipe, 
cutting, 7" aluminum, 14" 


SW-FF-T-O1 —_Non-Sparking Emergency Responder Tool Kit $1,459.41 each 


Comprehensive Hazmat/ 
Chem/Bio/ WMD Dedsion Aide Kit 


HazRAE is a hazardous materials decision 
support application for chemical, biological 
and WMD assessments that runs on 
handheld, wireless devices. It was 
developed to address the unique needs of 
first responders determining unknown 
hazards. The HazRAE database contains 
more than 91,000 chemical, biological 
warfare and bioterror agents, trade names, 
and improvised explosive devices. Materials 
can be retrieved using traditional search 
identifiers such as name or UN number, but 
when no standard identifiers are present or 
known (particularly a concern when responding to terrorism), 
HazRAE is able to identify unknown chemicals using observable 
physical characteristics and signs and symptoms observed in 
victims. HazRAE includes integrated response information for 
more chemical agents (TICs, TIMs, CW agents), biological 
agents (bio-weapon and bioterror agents), and improvised 
explosive devices than all the other legacy systems combined! 


Includes: Palm with software, deluxe yellow mil-spec case, 
lanyard mounting kit, belt clip and annual support package. 
SW-G3WC Comprehensive Decision Aide Kit = $ 2,295.00 each 


www.Safewareinc.com 


Rein Safety Products 


Redi- Care First Aid Kit 


First aid kit packaged in a soft-sided, durable, red nylon bag 
easily stored in the trunk of a police cruiser. Contains 92 
pieces including: 


e Adhesive bandages 

e Antiseptic spray 

e CPR barrier 

e Nitrile medical gloves 

+ Cold pack and trauma pad 
e Meets ANSI Z308.1-2003 


NOR 018505-4221 92 piece kit | i $ 32.50 each 


Emergency 

Preparedness 

First Aid Kit EET sio reste 
Kit includes high guality 2 
standard first aid items First Aid 


such as bandages and 
antibiotic ointment and 
potassium iodide tablets 
and activated charcoal. 


e Weighs 2.5 Ibs. 
e 9,5" LX 9.5" H x 3" W 


NOR 011562-4334L = 215 piece kit | $ 64.25 each 


Personal Emergency 
Preparedness Kit 


This kit is intended for use primarily by Public Safety 
personnel as an addition to their Personal Protective 
Equipment bags, and existing First Aid Kits. This 
compact but versatile kit will fit anywhere and 
contains the key items recommended by the 
Department of Homeland Security, especially hard to 
get items. These items include: Potassium Iodide (KI) 
(for radiation exposure), Activated Charcoal (for 
treatment of biological toxins including: Botulism 
Toxin, Mycoxins and Ricin) and syrup of Ipecac 

(to induce vomiting). 


e Compact size, clear, waterproof, with a slide zipper. 


128010 Personal Emergency Prepardness (PEP) Kit $ 16.75 each 
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fend-all 


Deefend® Emergency Decontamination Shower 
and Pool 


With the Defend Emergency Decontamination Shower and Retention Pool, first 
responders, emergency response teams, secondary or clean-up teams can have 
emergency and decontamination shower facilities within minutes of arriving on site. 


| e Light-weight, compact shower and e Fully deployed, standing 8' tall, the 
| retention pool reguire no assembly and shower is designed to connect to a 
| no tools for setup garden hose and will accommodate 


emergency responder in full 


|| | e Pool and Shower can be stored in f 
chemical gear with SCBA 


|| | convenient carrying bags on virtually 
| any response vehicle. Each requires less e Five gallon per minute flow rate at 


| : 
1 than 5 cu. ft. of storage space 40 PSI and a pool capacity of 120 
1 . 
> e Pool and Shower can be made fully gallons ensures 30 minutes of 
operational in less than two minutes by shower use 
one person 
P/N Deseription Price 
FEN 32-001187-0000 © Shower system w/ carry bag | i $ 575.00 each 
FEN 32- 001188- 0000 Pool w/ carry bag i i $ 365.00 each 


lų 


M295 Eguipment 
Decontamination 
Kit 
= The M295 allows soldiers to 
M291 Skin decontaminate their individual 
Deconta mi nation equipment through physical 
= removal and absorption of 
Kit chemical agents. The M295 
The M291 kit consists of a wallet- consists of a pouch 
like carrying pouch containing six containing four individual 


individual decontamination wipe-down mitts; each 
packets, enough to perform three enclosed in a soft, 


complete skin decontaminations. protective packet. Each Pa . 
Each packet contains an individual wipe-down mitt in the kit is comprised of a 


applicator pad filled with black decontaminating powder contained within a pad material and a 
decontamination powder and polyethylene film backing. Decontamination is accomplished 
applicator. The M291 allows you to completely decontaminate through sorption of contamination by both the pad and the 
your skin through physical removal, absorption, and decontaminating powder. Decontaminate chemical-biological 


neutralization of toxic agent with no long-term harmful effects. protective mask/hood, gloves, footwear, weapon, helmet, and 
load bearing equipment. The M295 is issued in boxes of 


—— 


20 kits. 

M291 | | $ 35.00 kit 
PN Pie, 
M295 ooo $45.00 box | 
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UMRO, Inc. 


Rapid Deploy Pre-Piumbed Decon Berens include: 
Shelter System e Pre-plumbed shelter model 150 


Zumro is THE trusted name in Rapid Deployable Shelters and Decon Systems. e 3-Step decon process 
(Undress-Shower-Redress) 


e Customized air shelter systems e 5 Year warranty e Propane tent heater system & 

e Fast, easy deployment e 100% made in USA duct canister 

e Dependable in bad weather + 5 sizes available e Propane water heater 

e Versatile, use for rehab, triage, etc. 9201 - Includes: 2 ambulatory corridors e 2 Elevated roll-up pools 

e Free system design assistance 9223 - Includes: 1 ambulatory corridor, e 2 Sump Pump Kits 

e Lifetime “in-service” guarantee 1 non-ambulatory corridor, non- e Adjustable soap injector with case 
+ Nationwide customer support ambulatory rollers with hoop 12 foot, e Air scrubber 


non-ambulatory hose kit e Water hose package 


e Grey water bladder (500 gallon) 


1,200.00, Svs e 4 shelter lights and stake package 


| 1 Ambulatory Corridor ||| -$ 26,098.00 system 


DuPont" 


DuPont“ RelyOn™ DuPont“ RelyOn™ Broad 
Antiseptic Hand Wipes Spedrum Disinfectant 


These ready-to-use products offer an easy DuPont™ RelyOn™ disinfectant spray is 

and effective way to disinfect hands and isopropanol-based, ready to use, compatible with 
reduce the spread of germs that can cause most surfaces and leaves no residuals. Disinfectant 
disease and infection. Efficacy data has shown Ė spray, when used as directed, is effective against a 


wide range of human pathogens including Hepatitis 
A, B, C, MRSA, VRE, RSV and Influenza. Please see 
the label for a complete listing of organisms. 


these products to be effective against a wide g 
range of pathogens including Hepatitis A, B 
and C, HIV-1, E. coli, Influenza and more. R 


PPO aa a a SA e PPO i ABBA 
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Stinger XT® 

e Nickel-cadmium 3.6 Volt, 1.8 amp hour, sub-C; 
rechargeable up to 1,000 times 

e 3.7 Volt, 6 watt, xenon gas filled bi-pin 

e Virtually indestructable machined aluminum housing with 
non-slip rubber grip; unbreakable polycarbonate lens 

e 11.1 ounces 

e 7.7 inches 


Strion™ 
Strion™, the world’s brightest, ultra-compact 
rechargeable flashlight. Strion's exclusive 
Lithium Ion battery technology packs 
12,000 candlepower into a bulletproof 
5.3-inch package. That's almost as 
powerful as the #1 rechargeable light for 
law enforcement, the Stinger®, in a body 


e 1 hour of continuous use between chargers 
e Up to 15,000 candlepower 


e Tailcap switch lets you choose between momentary 


or constant operation 


e PiggyBack® configurations allow for simultaneous 


charging of light and battery and includes 
additional battery stick 


STR 75011 Steady AC charger 

STR 75012 Steady DC charger | i 
STR 75306 __ PiggyBack holder, steady charge 
STR 75121 Fast AC charger 

STR 75122 Fast DC charger | 

STR 75309 PiggyBack holder, fast charge 


TL-2® & TL-2® LED 

The Tactical Light™ lithium-powered 
flashlights offer you the power of blinding 
white light and the convenience of a 
lightweight, compact design. Made of 
machined aircraft aluminum with an 
anodized finish, they’re rugged and 
dependable. 


e Compact, lightweight, lithium-powered 
personal flashlights 

e Machined aircraft aluminum with 
anodized finish 

e Non-protruding tailcap switch to 
decrease the chance of accidental 
activation 

e Momentary push button tailcap, which 
rotates for locked “on” 

e Lithium batteries included 


TL-2® 

e Adjustable spot-to-flood focus 

e 1 hr. of continuous runtime 

e Spare bulb contained within flashlight 


TL-2® LED 
e LED versions provide up to 20 hours of 
continuous runtime 


finish 
$ 89.95 each ~ 
$ 86.95 each — 
$ 115.95 each © STR 74001 
$ 102.50 each STR 74175 
$ 96.50 each ~ STR 74914 


$ 127.50 each — 


NF-2® & NF-2® LED 


The NightFighter® tactical lights are the 
lightest flashlights in their class. The 
unique adjustable ring makes a perfect fit 
for any hand. 


+ Two 3 volt lithium batteries with a 
storage life of 10 years (included) 

e TactCap™ switch for quick, easy 
momentary operation, rotates for 
locked “on” 

e Polymer grip ring adjusts to any hand 
size and a removable spring steel 
pocket clip and adjustable wrist lanyard 


NF-2® 

+ High-intensity xenon gas-filled bi-pin 
bulb delivers up to 7,900 peak beam 
candlepower (114 lumens) 

+ 1 hour of continuous run time 

NF-26 LED 

e Anti-roll head 

+ 1 watt Luxeon®, super high-flux LED 
delivers 42 lumens 

+ 1.75 hrs. run time at regulated 
maximum intensity; 2 additional hrs. of 
declining usable output 


smResioz | IL2 $46.50 each STR 88005 || NF2 LED į 6295 cach 
STR 88105 TL-2 LED -$ 62.95 each : „AE: 
STREMMLIGHT 


Heroes Trust Streamlight” 


(as) Safeware EMERGENCY MANAGEMENT GROUP 


only two-thirds the size and less than 
half the weight. 

+ 12,000 candlepower 

+ Only 5.3 inches long 

e Weighs only .29 lbs. 

+ Run time: 70 minutes 

+ Aircraft aluminum with anodized 


120V AC/DC, 1 holder _ $ 92.50 each ~ 
Replacement battery stick $ 32.95 each _ 
Replacement bulb $ 6.50 each — 


Scorpion® & Scorpion® 
LED 


The brightest, lightest personal flashlight 
ever created; and the only tactical light 
with a rubberized grip and tailcap switch. 
Available with a xenon bulb or a Luxeon® 
super high-flux LED. 


e Two 3 volt lithium batteries with a 
storage life of up to 10 years (included) 

e Machined aluminum covered by a 
rubber-armored sleeve for a sure grip 

e O-ring sealed for moisture protection 


Scorpion® 

e 6 volt xenon gas bulb, designed to last 
through 5 sets of batteries (spare bulb 
included) 

e Up to 7,900 peak beam candlepower 
(114 lumens) 

e Adjustable spot-to-flood focus 

e 1 hr. continuous run time 

+ 4.9" length, 4.7 oz. with batteries 


Scorpion® LED 

e Anti-roll head 

e 1 watt Luxeon®, super high-flux LED 
with 10,000 hour life 

+ 42 lumens typical 

e 1.75 hrs. run time at regulated 
maximum intensity; 2 additional hrs. of 
declining usable output 

e 5.72" length, 5.3 oz. with batteries 


STR 85001 
STR 85010 


Scorpion 


O $ 38.50 each 
Scorpion LED 


į $ 54.50 each 
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The Visibility Connection, LLC 


Quick Deploy Spring Cone 


Quick Deploy Spring Cone compacts in a small plastic tote or durable fabric tote Quick Deploy™ 
able to be stored in the trunk of a police car or response vehicle saving precious 3 x 
room over traditional cones. Cones come in 28" reflective with 2, 4 or 6 to a tote. Spržną Cone Tote & Bag System 


All are MUTCD compliant for use day or night. 
+ 2 cones - Plastic tote, weighs 10 Ibs. and stores in a space 14" x 14" x 7" 


Q-2T-20-R28 -Tote with 2 Cones ||| $ 96.50 kit 
e 4 cones - Fabric tote, weighs 19 Ibs. and stores in a space 14" x 14" x 9" Q-4T-40-R28 Tote with 4 Cones $ 158.50 kit 
Q-6T-60-R28 „„Tote with 6 Cones $233.25 kit 


e 6 cones - Fabric tote, weighs 27 Ibs. and stores in a space 14" x 14" x 14" 


Allance 


Fire and Rescue, Inc_ 
™ H 

Eflare™ Warming Beacons 
e 360° high-visibility LED beacons e 4 LED's visible at one mile 

flashing or steady-on e 8 LED's have 73% more 
e Portable, safe, easy-to-use, cost- brightness 

effective e Hazmat models (Class 1, 
e Uses 2 alkaline D batteries with up Division 2 / Zone 2) 

o su hour battery life with low e Comes with 2 eFlares per pack, 

indicator red LEDs 
e Rubber base included 
P/N Deseription Price 
PHE 939-EF400-R2 4 LEDs, flashing ||| $62.95 pack | 
PHE 93 )-R-2 8 LEDs, flashing, HAZMAT — _$ 83.50 pack 
PHE 939-HZ520-R-2. ss 8 LEDs, steady-on, HAZMAT ||| | $ 83.50 pack 
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12" Standard Axial Blower 


This unit can be used for both delivering fresh air or extracting 
contaminated air. Tough steel construction with handle and 
weighing only 27 lbs. makes this blower easy to transport. Add 
12" standard ducting for greater flexibility. High RPM motor. 


16" Standard Blower 


For very large confined spaces this large, 16" axial blower 
delivers high output for drawing or pushing air. The durable and 
tough metal housing holds a 6 blade impeller. It is designed for 
easy stacking for multiple blower use. 


u01}€|1}UƏA 


Free Air One 90° Bend Two 90° Bends 
1763 1401 1227 
27 lbs. 1/3 hp 3A/115V 


12" High Output Axial Blower 


For maximum output applications, this 12" offers 1/2 hp with 6 
blade impeller. Power cord includes an inline “on-off” switch. 


Free Air One 90° Bend Two 90° Bends 
2202 1674 1598 
40 Ibs. 1/2 hp 


12" Explosion- Proof 
Blower 


Free Air One 90° Bend Two 90° Bends 
3400 2800 2300 
53 Ibs. 1/2 hp 6.3A/115V 


16" High Output Blower 


For applications requiring a maximum amount of output, this 
16" High Output Blower offers a 2 hp electric motor housed in 
a rugged metal casing. Its efficient 3 blade impeller and high 
powered motor make it the highest output axial blower 
available. Designed with built-in stacking capability and 
includes a special 30 amp plug. 


Free Air One 90° Bend Two 90° Bends 
5500 4950 4400 
73 Ibs. 2 hp 20A/115/230V 


16" Explosion- Proof 


Blower 


Same as our 16" Standard Blower, but 


includes explosion-proof UL/CSA listed, single 
phase motor and NEMA rated 115V plug and 


Same as our 12", but includes explosion- 
proof UL/CSA listed, single phase motor and 
NEMA rated 115V plug and socket. Meets 
Class I, Division I and II, Group E, F, G 
Hazardous Location Requirements. 

Free Air One 90° Bend Two 90° Bends 

1753 1525 1389 

33 Ibs. 1/2 hp 3.3A/115V 
P/N Description Price 
9509 Standard Axial Blower $ 325.00 each 
9509-50 High Output Axial Blower $ 510.00 each 
9509-01 Explosion-Proof Axial Blower $ 1,245.00 each 
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socket. Meets Class I, Division I, Group D 
Hazardous Location Requirements. Warning: 
Explosion-Proof Blowers must be used with 
statically conductive ducting. 


Free Air One 90° Bend Two 90° Bends 
3400 2800 2300 
67 lbs. 1/2 hp 6.3A/115/230V 
P/N Description Price 
9515 Standard Axial Blower $ 670.00 each 
9516 High Output Axial Blower $ 1,115.00 each 
9515-01 Explosion-Proof Axial Blower $ 1,365.00 each 


www.Safewareinc.com 


Terms & Conditions 


Shipping: Orders are shipped FOB Safeware branch or 
main distribution center in Landover, Maryland. 
Shipping origin is determined by customer location and 
order source. Orders placed by 2:00 p.m. EST are 
shipped same day based on product availability. Rush 
orders are processed immediately and will be sent 
according to customers’ instructions. Actual shipping 
charges will be added to your order along with a $5.00 
handling fee. 


100% Satisfaction Guaranteed: Safeware 
guarantees 100% satisfaction on all products we sell. If 
you are not satisfied for any reason, contact your 
Customer Service Representative within 60 days of the 
receipt of your order to receive a return authorization 
number (RA#). Restocking fees may apply on non- 
stock items. Returns will not be authorized on special 
order or custom products unless defective. Cancellation 
of special orders will not be accepted if the product is 
in the manufacturing process. 


Prices: Safeware has made every effort to ensure 
accuracy of product information and pricing. We 
reserve the right to change pricing at anytime without 
notification and will not honor pricing that are in error 
due to clerical mistakes. 


Payment We accept Visa, MasterCard, and American 
Express. Purchase orders placed on Account are 
subject to credit approval and are Net 30 days from 
time of invoice, payable in U.S. dollars. 


EMERGENCY MANAGEMENT GROUP 


Local Safety Regulations and Standards: State and 
local regulations and standards perpetually change. 
Safeware, Inc. cannot guarantee that our products 
meet all requirements set forth from each locality. The 
purchaser assumes responsibility for compliance of the 
regulations and standards in those localities in which 
the products are used. For specific regulations, 
Safeware will attempt to locate appropriate products 
for compliance. 


Terms: These terms and conditions shall constitute the 
entire agreement between Safeware, Inc. and the 
purchaser, and shall be governed by and construed 
according to the laws of the state of Maryland and The 
United States of America. 


Limited Warranty: Safeware, Inc. honors all 
manufacturers’ warranties. We have no express 
warranties or implied warranties including, but not 
limited to, merchantability and fitness for a particular 
purpose. Safeware, Inc. shall not be subject to and 
disclaims: (1) any other obligations or liabilities arising 
out of breech of contract or of warranty, (2) any 
obligations whatsoever arising from tort claims 
(including negligence and strict liability) or arising 
under the theories of law with respect to products sold 
or services rendered by Safeware, Inc., or any 
undertakings, acts or omissions relating thereto, and 
(3) all consequential, incidental and contingent 
damages whatsoever. 


On-Site & In-House Repair & Maintenance Services 


Respiratory Equipment 


TEGHNICAT SERVICES 


+ SCBA Flow-testing 

+ Fit-testing 

* Cylinder Hydro-testing 
+ Cylinder Filling 

Gas Detection 

+ Maintenance & Repair 
+ Calibration 


Rescue Equipment 
* Equipment Repairs 
* Level A Suit Testing 
Fall Protection 


+ Maintenance & Repair 
+ Re-certification 


RENTAL + SERVICE REPAIR- 


RENTAL EQUIPMENT! A 


techservices@safewareinc.com e www.Safewareinc.com 
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ingle-Lens CBRN Respirator... 
3M” Full Facepiece Respirator FR-7800B 
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This respirator is NIOSH approved for Chemical) Biological; 
Radiological, Nuclear (CBRN) applications whe) used r 
in conjunction with 3M" Canister FR-15-CBRN. p i è 


This product delivers confidence, comfort ana | 
the reliability that you expect from 3M. 1 


Here are Some features that make this respirator 
an excellent choice for local, state and national 
emergency response personnel: “ 


"BUS HHen double flan Me faces sal i 
AVauadDIeanAnTres J433 a 
"BIX point adjustable straps 

- Integrated speaking diaphragm 


+ Facepiece meets ANSI 287+ 
for eye and face protection 


+ Canister can be attached to either 
side of the facepiece 


+ Available July 2005 


- List price: $272.00 
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Planning, 
Protection, 
Peace Of Mind 
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Contact Safeware 
"i more information 
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